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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE 75 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBCRIPTION PRICE $7.00 PER YEAR (INCLUDING INDEX) 
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PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Bibliographical resources about India, an annotated list of English-Language 
reference works published in India, 1965-70. (Education Office, DHEW publi- 
cation (OE) 72-190.) 25c. @ HE 5.214: 14171 

Bibliography of North American geology, 1969. (Geological Survey, Bulletin 
1269.) $6.00. @ 119.3 : 1269 

Bibliography of the history of medicine, 1964 to 1969. (National Library of 
Medicine.) $12.00. @ HE 20.3615: 5 

Camping with a purpose, a 4-H handbook. (Agriculture Department, Program 
aid, PA-998.) 50c. @ A 1.68 : 998 

Climate of Florida. (Environmental Data Service, Climatography of United 
States 60-8, revised June 1972.) 30c. @ C 55.221: 8 

Climate of New York. (Environmental Data Service, Climatography of United 
States 60-30, revised June 1972.) 25c. @ C 55.221: 30 

Contracts for processing donated foods, facts you want to know. (Agriculture 
Department, Program aid, PA-1015.) 15e. © A 1.68: 1015 

Correcting reading problems in the classroom. (Education Office, PREP re- 
port 4.) 50c. @ HE 5.89: 4 

Disaster preparedness, report to the Congress, 1972. (Emergency Preparedness 
Office.) $2.75. @ PrEx 4.2: D 63/2/v.1-3/reprint 

Experimental study of the structure, thermodynamics and kinetic behavior 
of water. (Interior Department, Saline water research & development progress 
report 772.) 45c. ©@ 11.88: 772 

Fate and effect studies of Shell oil spill, December 1970. (Water Quality Office, 
Oil and hazardous substances program series OHM 72 05 001.) $1.25. @ 

EP 2.11: OHM 72 05 001 

Guide to personnel assistance for State and local governments institutions of 
higher education. (Civil Service Commission.) 75c. @ OS 1.7/4: P43 

Index-catalogue of medical and veterinary zoology, Parasite-subject catalogue: 
Parasites: Arthropoda and miscellaneous phyla. (Agricultural Research Serv- 
ice.) $3.75. @ A 77.219/2 : 18/pt.5 

Investigation of attempts to subvert the United States Armed Services. (House, 
Internal Security Committee, Hearings, Oct. 20, 21, 22, 27 and 28, 1971, Part 1.) 
$1.75. @ Y 4.In 8/15: Ar 5/pt.1 

Job-oriented education programs for the disadvantaged. (Education Office, 
PREP report 9.) 70c. @ HE 5.89:9 

Meat-type hog. (Agriculture Department, Leaflet 429, revised July 1971.) 10c. @ 

A 1.35 : 429/5 

Paraprofessional aides in education. (Education Office, PREP report 12.) 50c. @ 

HE 5.89: 12 

Patterns of burglary. (Justice Department, PR series 72-10.) 75c. @ 

‘ J 1.36: 72-10 

Periodontal disease and oral hygiene among children, United States. (National 
Center for Health Statistics, Vital and health statistics series 11, no. 117.) 
35e. ©@ HE 20.2210: 11/117 


Questions and answers about nuclear power plants. (Environmental Protection 
Agency.) 15c. ©@ EP 1.2: N 88 
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Readiness test for disadvantaged preschool children. (Education Office, PREP 
report 22.) 50c. @ HB 5.89 : 22 
Research on elementary mathematics. (Education Office, PREP report 11.) 
Sie. © HE 5.89: 11 
Science of ceramic machining and surface finishing. (National Bureau of Stand- 
ards, Special publication 348.) $5.25. @ C 13.10: 348 
Sharing educational services. (Education Office, PREP report 13.) Tic. @ 
HE 5.89: 13 
Social and economic status of the black population in the United States, 1971. 
(Census Bureau, Current population reports, series P-23. no. 42.) $1.25. @ 
OC 56.218 : P-23/42 
Structure and properties of water and aqueous solutions. (Interior Department, 
Saline water research & development progress report 773.) 50c. @ 11.88: 773 
Target: Tomorrow, Second career planning for military retirees. (Army De- 
partment, Pamphlet DA PAM 608-31.) 55c. @ D 101.22 : 608-31 
Teacher militancy, negotiations, and strikes. (Education Office, PREP report 8.) 
5e. HE 5.89: 8 
United States Department of the Interior, America’s guardian of natural re- 
sources. (Interior Department.) 25c. @ 11.2:G98 
Use of banding data in migratory game bird research and management. (Fish 
and Wildlife Service, Special scientific reports: Wildlife 154.) 50c. @ 
I 49.15/38 : 154 
Vertical tube evaporator desalting plant, St. Croix, U.S. Virgin Islands analysis 
of operational data. (Interior Department, Saline water research & develop- 
ment progress report 778.) $1.00. @ 11.88: 778 
Washington architecture, 1791-1861. Problems in development. (Fine Arts 
Commission.) $3.50. @ FA 1.2: W 27/4/791-861 
Youth travel abroad, what to know before you go. (State Department, General 
foreign policy series 268, May 1972.) 20c. @ $1.71: 263 
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Abbreviations 


ates. addendum, no date. 
enda. . no place. 
6... amend- . number, numbers. 
ments. : : 
P page, pages. 
appendix, appendixes. ; pages of plates. 
paragraph, para- 
graphs. 
plate, plates. 
portrait, portraits. 
art, parts. 
facsimile, facsimiles. pow 4 
fiscal year. Senate, Senate bill. 
Greenwich hour angle. | g . Senate concurrent reso- 
lution. 
House concurrent reso- | 8, Senate document. 
lution. ‘ Senate executive docu- 
House document. x 
House executive docu- | §. Senate executive re- 
ment. port 
House joint resolution. | gs, J. Senate ‘Joint resolution. 
3s 7____ House of Representa-| 8. Senate resolution. 
tives, House bill. ’ Senate report. 
House resolution. 











illustration, illustra- b Statutes at large. 
tions. supplement. 
inch, inches. 


longitude. = volumes. 


mile. 
yy - abbreviations for the names of States, months, etc., are also used 
An explanation of the symbols used to designate sizes of publications is given on the 


inside of Phe front cover. 








Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 


Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication going to one address, on condition that 
they will adhere to the public sales price set by the Superintendent of Docu- 
ments and that publications shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list contains annotations and prices, and may be obtained 
free upon application to the Superintendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of Congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress. Sales copies of a few of the more 
important ones are printed. The availability of those not for sale is indicated 
in the individual entries. 

ya 





HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the National Technical Information Service are indicated by a farad (®) 
preceding the price. A black dot (@) indicates that the publication has been, or 
will be, sent to depository libraries. A dagger (+) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (t) indicates that the document is printed for official use and is 
not obtainable. When additional information concerning the method of procuring 
a document seems necessary, it will be found under the name of the bureau by 
which it was published. 

In ordering a publication from the Superintendent of Documents, give the name 
of the publishing department, bureau, or agency, the title, the classification num- 
ber which is added to the entry at the extreme right, and the stock number (if 
given following the price)- Order Congressional documents and reports by the 
title, together with the document or report number and the Congress, e.g., H. Doc. 
108, 88th Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DOC 2, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Foreign remittances should 
be made by international money order, or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address the 
order to Superintendent of Documents, Government Printing Office, Washington, 
DC 20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Public Documents Department. The shilling mark 
(/) separates what ordinarily would be superior or inferior numbers or letters. 
It is not practicable to print these numbers or letters as superiors or inferiors 
in the Monthly Catalog. 
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New Classification Numbers 


Foreign Agricultural Service. 
Agricultural trade policy, ATP (series). 
Agricultural Marketing Service. 
Molasses market new, market summary 
(annual) 
Nots.—See, for earlier publications, A 88.40/2: 
2/ (date). 


Defense Department. 

USAFI correspondence courses offered by par- 
ticipating colleges and universities (PC&U) 
through United States Armed Forces 
Institute. 


Nots.—Barlier editions numbered with DOD 
pamphlets and classified D 2.14 :(nos.). 


Engineers Corps (Army). 

Wastewater management reports. 

Federal Home Loan Bank Board. 

FHLB system S & AL’s combined financial 
statements; Savings and home financing 
source book. 

Food and Drug Administration. 


HE 20.4016 : CT Bibliographies and lists of publications. 
Norte.—See, for earlier class, HE 20.1241:(CT). 


Narcotics and Dangeruus Drugs Bureau. 

J 24.16: nos BNDD personnel management series. 
Library of Congress. 

LO 30.16: nos CIP, cataloging in publication, progress report. 
Secret Service. 

T 34.8:CT Handbooks, manuals, guides 








Corrections for Previous Monthly Catalogs 


Feb. 1971- Entry 2892, Report to President and Congress: Federal support to 
universities, colleges, and selected nonprofit institutions, fiscal year 1969. 
Correct class to read NS 1.30/2: 969. 

—— 1972. Entry 1205, Plant quarantine import requirements of New Zealand. 
Correct note to read: For other Plant quarantine import requiremerts, see 
below, Animal and Plant Health Service. 

July 1971. Entry 11223, Proposed streamflow data program for Louisiana. Correct 
class to read I 19.59: L 98. 

—— 1972. Entry 9061, Air Force manual AFM 78-38, See Defense Department, 
peer) cnpely Agency handbook, DSAH 4215.24. Correct DSAH number to 
rea 4 





List of Government Authors 





Agriculture Department. 
Agricultural Marketing Service 
Agricultural Research Service 
Animal and Plant Health Inspection Service 
Commodity Credit Corporation 
Consumer and Marketing Service 
Cooperative State Research Service 
Economic Research Service___ 
Food and Nutrition Service 

















Soil Conservation Service 
Statistical Reporting Service 
Arms Control and Disarmament Agency 
Atomic Energy Commission 
Civil Aeronautics Board 
Civil Rights Commission___ 
Civil Service Commission 
Commerce Department__-_ 
Beonomic Development Administration... 
International Commerce Bureau 
National Bureau of Standards 
National Oceanic and Atmospheric Administration 
National Marine Fisheries Service___ 
National Ocean Survey 
Social and Economic Statistics Administration 
Census Bureau_-_-_ 
United States Travel Service 












































Atomic Energy Joint Committee 

Economic Joint Committee 

House of Representatives 
Agriculture Committee 
Appropriations Committee 
Armed Services Committee 
Banking and Currency Committee 
District of Columbia Committee 
Education and Labor Committee 
Foreign Affairs Committee_..................... eo ee 
Interstate and Foreign Commerce Committee— 
Judiciary Committee 
Post Office and Civil Service Committee 
Public Works Committee 
Science and Astronautics Committee 
Ways and Means Committee 
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Congress—Continued 


Printing Joint Committee — 
Reduction of Federal Expenditures Joint Committee 





Agriculture and Forestry Committee 
Appropriations Committee 
Armed Services Committee 
Banking, Housing, and Urban Affairs Committee 
Commerce Committee___ 
Equal Educational Opportunity, Select Committee on 
Government Operations Committee. 
Judiciary Committee 
Labor and Public Welfare Committee__ 
Post Office and Civil Service Committee 
Small Business, Select Committee on 
Veterans Affairs Committee 
Defense Department 
Air Force Department 
Army Department 
Army Medical Department___ 
Civil Defense Office___ 
Defense Civil Preparedness Agency 
Engineers Corps__ 
Joint Chiefs of Staff 
Defense Communications Agency 
National Guard Bureau__ 
Naval Training Support Command-_-_-_ 
Navy Department 
Marine Corps 
Medicine and Surgery Bureau 
Naval Operations Office 
Naval Observatory 
Naval Oceanographic Office 
Naval Ordnance Systems Command-_-_-_ 
Naval Research Office 
Environmental Protection Agency._-_ 
Air Programs Office 
Water Programs Office___ 
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Federal Home Loan Bank Board 
Federal Maritime Commission 
Federal Power Commission 
Federal Reserve System Board of Governors 
General Accounting Office 
General Services Administration 
Federal Supply Service 
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Public Buildings Service 
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Public Documents Department 
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AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Nors.—See also Consumer and Marketing Service. The name of Consumer and 
Maeeting Service was changed to Agricultural Marketing Service, effective April 2, 


AMS (series). 
542. Keys to quality, food buying guides from USDA. July 1972. 8 p [tostntes 
list of USDA publications for more information. t Ks 8.40 : 542 
Fresh fruit and vegetable unloads FVUS (series). ¢ @ Item19-A 
A 88.12/31 : (nos.) 
6. Fresh fruit and vegetable shipments by States, commodities, countries, sta- 
tions, calendar year 1971. June 1972. 67 p. 4° (Fruit and Vegetable Division, 
Market News Branch.) 
7. Fresh fruit and vegetable shi pean totals by commodities, States, months, 
calendar year 1971. June 1 20 p. 4° (Fruit and Vegetable Division, 
Market News Branch.) 


Molasses market news, market summary 1971. [Apr. 1972.] My p. il. 4° 
({Grain Division.]) f A 88.51: 971 


State noxious-weed seed requirements recognized in administration of 
Federal Seed act. Hyattsville, Md., Feb. 1972. cover title, [1]-+130 p. 4° 
[Issued in looseleaf form.] f A 88.6: N 86 


AGRICULTURAL RESEARCH nr gt Agriculture Dept. 
Washington, DC 


ARS (series). 


62-22. a programs for elderly, guide to menu planning, buying, and care 
f food for community programs [with list of references; by Louise 

Page, Irene H. Wolgamot and Mary M. Hill]. July at "cover title, 

ili+44 p. il. 4° * Paper, 50c. @ Item 25-B A 77.15 : 62-22 


Index-catalogue of medical and veterinary zoology: Special publication. 
2. Bibliography on Chagas’ disease i 69) ; by Margaret C. Olivier, Louis J. 
Olivier [and] Dorothy B. Segal. May 1972. vii+ 633 4° [Publication 
prepared in cooperative effort by Department of Sutoapaaintiihe Diseases, Pan 
American Health Organization, National Animal Parasite Laboratory, Vet- 
erinary Sciences Research Division, Agricultural Research Service, and 
gereeens of Zoology, University of Maryland.] * Paper, $5.50 (S/N 0111- 
86) @ Item 31 A 77.219/4: 2 
Research, mutual interests, problems, and progress, address by T. W. 
Edminster, Administrator, Agricultural Research Service, Department 
of Agriculture, at joint meeting of Southwestern Branch of Entomologi- 
cal Society of America, and Sociedad Mexicana De Entomologia, Mexico 
City, Feb. 14, 1972. 1972. 19 p. 4° + A 77.10: Bd 5 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


ee to the Department of Agriculture for publications should in- 

oun the USDA number if given in the entry. 

11488 Address by Secretary of Agriculture Parl L. Butz before Virginia Agri- 
Business Council, Richmond, Va., Feb- 26, 1972. 1972. 9 p. 4° (USDA 
705-72.) A 1.40: B 98/57 


#For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 1 
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11491 


11492 


11495 


11496 


11497 


11498 


11502 


11503 


11504 


11505 


GovERNMENT PUBLICATIONS 


Agriculture handbooks. @ Item 3 A 1.76: (nos.) 
365. Major statistical series of Department of Agriculture, how they are con- 
structed and used: v. 10, Market news. 1972. iv+([1]+42 p. il. 4° 
{This handbook series updates Agriculture handbook 118, Major statis- 
tical series of Department of Agriculture, published 1957-60.] * Paper, 

50c. (S/N 0100-1621). 

431. Planning natural resource development, introductory guide [with list of 
selected references; by George A. Pavelis]. [May 1972.] v+30 p. 4° 
(Economic Research Service. ) * Paper, 3 
L.C. card 72—602496 


Agriculture information bulletin. 
354. = to goud wind erosion; [by N. P. Woodruff and oem). [June 1972. ] 
(2]+22 p. il 4° (Agricultural Research Service.) [Prepared in co- 
operation with Kansas Agricultural Experiment Station. Supersedes Farm- 
ers’ Bulletin 2169, How to control soil blowing.] * Paper, 20c. (S/N 
0100-1567). @ Item 4 A 1.75 : 354 


Changing demand for farm products, remarks by Don Paarlberg, Director 
of Agricultural Bconomics, Department of Agriculture, before Chemical 
Marketing Research Association, Atlanta, Ga., Feb. 17, 1972. [1972.] 
16 p. 4° (USDA 528-72.) ft A1.40: P 11/30 


Farmers’ bulletin. 
2246. Growing strawberries in Southeastern and Gulf Coast States; [by D. 
Scott and G. M. Darrow]. [Revised June 1972.] [1972.] [2] 33 p. iL 
({Plant Science Research Division, Agricultural Research Service.]) 
* Paper, 25c. (S/N 0100-2469). @ Item 9 A 1.9: 2246/2 


Marketing research report. 
964, Cotton gin a—s costs in Midsouth, 1969-70 and 1970-71 seasons ; 
Zolon M. Looney, Shelby H. Holder, jr., and Joseph L. Ghetti. [June iota. aI 
ii+9p.4° (Beconomic Research Service. ) t @Item13-B A1.82: 


Miscellaneous publications. @ Item 13-A A aiuto 
1220. Comguies program for calculating inbreeding coefficients in dioecious popu- 
= ons; [by Phillip C. Lowe]. [July 1972. a p. 4° (Agricultural 

esearch Service.) * Paper, 20c. (S/N 01 1586). 

1233. Histor of Federal water resources programs, 1800-1960; [by Beatrice 
Hort Holmes]. June 1972. iv+51 p. il. 4° (Economic Research Serv- 
soe) [Text on p. 2 of cover.] * Paper, 55c. 

L.C, card 72602491 
PA [Program aid] (series). @ Item 14-A A 1.68: (nos.) 

375. Japanese beetle, how we fight it; [prepared by Plant Protection and 
uarantine Programs, Animal and Plant Health Inspection Service]. 
[Revised Apr. 1972.] [1972.] 8 p. il. narrow 8° 

791. Color it green with trees, calendar of activities for home arborists. [Revised 

Feb. 1972.] [1972.] [16] p. il. oblong 24° (Agricultural Research Serv- 
ice.) [Illustrations are colored. Includes list of publications on trees and 
shrubs, flowers, lawns, and insects.) * Paper, 20c. (S/N Méttewee 

983. “Bt: Visitor's guide to discovery in the national forests. [1972. Yo) + 

2 p. il. 4° [Illustrations are colored.] * Paper, 35c. (S/N 1 


Picture ‘aden 
256. se with food, day care center for migrant children. June Patty . is 4 
p. il. (Food and Nutrition Service.) -“ Al 5 


Production research report. 

142. Periodicity of blue-green algae and effect on efficiency of manure-disposal 
lagoons; [by Harry J. Eby and V. P. Singh]. [Apr. 1972.] [2]+8 p. il. 4° 
(Agricultural Research Service.) [Prepared in cooperation with National 
Botanic Gardens, Lucknow, India.] * Paper, 15c. (S/N we re 
@ Item 13-C A 1,84: 


Statistical bulletins. @ Item 15 A134 et 
446. National and State livestock-feed relationships, supplement for 1972; [b; 
Geor - r- Allen, Barl F. Hodges, and Margaret Devers]. [June 1972. 
iv+10 4° nomic Research Service. , ¥ 
455. supplement for 1971 to wool statistics and related data, 1930-69 ; [compiled 
— V. Jones]. [June 1972.] iv+124 p. 4° (Economie Research 
Serv » 
484. Annual report on tobacco statistics, 1971; ipreqares i Tobacco Division, 
Agricultural Marketing Service]. Apr. 1972 51 p * Paper, 40c. 


Technical bulletins. @ Item 16 A 1.36: (nos. ) 


1454. Laboratory studies on development, longevity, and fecundity of 6 se te ter- 
ous — of cotton in Arizona [with list of literature cited] ; b 
Fye and W. C. McAda. June 1972. [2] +73 p. il. (Agricultural | ad 
Service.) [Prepared in cooperation with Arizona Agricultural Experiment 
Station.] * Paper, 40c. (S/N 0100-1596). 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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11506 1455. Potential role of sterilization for suppressing promotions, theoretical 
praisal [with list of literature cited; by Knipling and J. U. 
Mea eGuire]. June 1972. (2]+27 p. il. ‘Agvleultural Research Service.) 

* Paper, 20c. (S/N 0100-1615). 


11507 Yearbook of agriculture, 1972 [Landscape for living; Jack Hayes, editor]. 
(1972.] xl+378 p. il. [Illustrated lining papers attached to front and 
back covers. Some illustrations are colored. Yearbook is made up of 
signed articles. Also issued as H. doc, 229, Cong., 2d sess.] * Paper, 
$8.50 (S/N 0100-2441). @ Item 17 
L.C. card 72-602374 A1.10: 972 


AIR FORCE DEPARTMENT, Defense Dept. 
Washington, DC 20330 


AFCRL (series). (Air Force Cambridge Research Laboratories, Office of 


Aerospace Research. ) 

11508 70—0091. Infrared solar spectrum pours from balloon-borne spectrometer be- 
tween 9300 and 11000 A and between 12000 and 19000 A [with list 
of references ; a Pe Aharon Goldman [and others]. Aug. 1970. iv+64 
afahe il. 4° = Physics Laboratory.) [ ontract F19628-68— 

project, 8 Bes : scientific report 8. Sponsored Ld my 
Research Projects Agency under ARPA order 1365.1 ?P. w og 
301.45/4— T0%D091 


AFOSR TR (series). (Air Force Office of Scientific tne Air Force 


Systems Command. ) 
72-0472. 17th annual AFOSR chemistry program review, 5 me 71 [with lists of 
petiicattont).: editor, Denton W. Elliott. Jan. {1] + eae 
4° (Directorate of Chemical Sciences.) - {Project Wat 02F, 
831308.) & Paper, $3.00. D 301.45/19: f2-0aTd 


Air Force Human Resources Laboratory: [Technical report] AFHRL-TR 
(series). (Personnel Research Division, Air Force Systems Command, 
Brooks Air Force Base, Tex.) ft D 301.45/27 : (nos.) 
68-124. Abstracts of technical reports ae 71, supplement to Abstracts of Per- 
sonnel research reports, vil, 1954-68. {1972.] cover title, 20 p. 4° 

71-45. Officer attitudes related to career decisions [with list of references] ; : 
by "2 Shenk [and] James M. Wilbourn. Dec. 1971. vii+19+ [2] 
p. il. [Work unit 77190718. Sponsored by Air Force Human Re- 
aha Laboratory, Personnel Research Division, Lackland Air Force 

~3e ex. 

71-46. Impact of al An oe | force on AFROTC — fw — [with list 
of references] ; by Nancy Guinn, William EB. ley, C. Byron Farmer. 
Dec. 1971. vi ttt +1) p. 4° ([{Project 7719, task 771902, work 
unit 77190205.]) 

72-1. Analysis of racial differences in terms of work oy ye pe job a. 
and felt utilization of talents and training [with list of references] ; 
Raymond B. Christal. Jan. 1972. vii+6+ [2] p. ([Project 7723, cal 
773405, work unit 77340502.]) 

Characteristics of 18 year old enlistees who enter Air Force before be- 

coming draft eligible [with list of references] ; by Bart M. Vitola femal 
William EB. Alley. Feb. 1972. v+11+ [2] p. 4° [Work unit 771916001. 
Sponsored by Personnel Research Division, Air Force Human Resources 
Laboratory, Lackland Air Force Base, Tex.] 

PACAF [Pacific Air Forces] basic bibliographies for base libraries. + 
CINCPACAF (DPSR)/Director, PACFAF Libraries, APO San Fran- 
cisco 96553 

11515 Non-fiction men read ; prepared by Brady Callan, Ching Chuan K: Mar. 1, 1972. 
{1]+v+18 p. 4° [Supersedes PACAF basic bibliography.” Ni on-fiction men 
read, May 15, 1971.] 1.62: N 73/972 
11516 Personnel management, Mar. 15, 1972. supp. 2; prepared by Mary Louise Sauer. 
Mar. 15, 1972. [1]+v+60 p. 4° [Supplements PACAF ic bibliography, 

Personnel management, Mar. 1970 and supp. 1, Mar. 15, 1971.] 
D 801.62 : P 43/972/supp.2 


AIR PROGRAMS OFFICE, Environmental Protection Agency 
Rockville, MD 20852 


Air Programs Office publication AP-—(series). 


11517 101. ee heights, wind speeds, and potential for urban aly, ate through- 
out contiguous United States, Hrrata. June 13, 1972. [3 jay MOL, . 
errata 


National Air Pollution Control Administration publication Ae yee keg 


13. Atmospheric emissions from sulfuric acid manufacturin tee {with list of 
references]. 1965 [2d printing Sept. 1970]. vili+1 frre 
999—AP-13.]) * Paper, 60c. 20.1309 : 13 
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AIR TRAFFIC SERVICE, Transportation Dept. 
Washington, DC 20553 


11519 IFR [instrument flying rules] off-airway routes (non part 95). Nov. 1971. 
cover title, [1]+18 p. 4° (Flight Services Division.) [Consolidation of 
Off airway non-95 rules not published in pt. 95, including No. 11, 1971 
amendment. ] TD 4.302: Ai 7/971-2 


11520 Minimum enroute IFR altitudes over particular routes and intersections. 
Nov. 1971. cover title, [1]+173 p.4° (Flight Services Division.) [Semi- 
annual consolidation of pt. 95, subchapter F.) t TD 4.302: Al 7/971-2 


AMERICAN HISTORICAL ASSOCIATION, Smithsonian Institution 
Washington, DC 20560 


11521 [Annual report of American Historical Association : 1962, v. 2] Writings on 
American history, 1960; compiled by National Historical Publications 
Commission, James R. Masterson, editor, Joyce BE. Eberly, assistant 
editor. [1972.] xvi+962 p. [Also issued as H. doc. 110, pt. 2, 88th Cong. 
2d sess.] * Paper, $5.25. @ Item 915 $1 4.1: 962/v.2 
Nors.—tThis volume, a classified list of books and articles on United States history 

that were published during 1960, continues a series begun with issuances of a 
volume that listed writings published in 1902. Including the present volume the 
series consists of 47 volumes covering 49 years. Volumes for years 1904-5 and 
1941-47 have not been prepared. ] 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
Agriculture Dept. Washington, DC 20250 


Notre.—The Animal and Plant Health Service was established by Secretary of 
Agriculture's Memorandum no. 1744, + "7° 1, October 29, 1971. Name changed 
to Animal and Plant Health Inspection Service in April 1972. 


APHIS (series). 

82—1. List of intercepted plant pests, 1970, pests recorded from July 1, 1969-— 
June 30, 1970. cover title, [1]+85 p. 4° ([Agricultural Quarantine 
Inspection Program.]) ft A101.10: 82-1 

Plant quarantine import requirements of Italy. May 8, 1972. 6 p. (353-A, 

Plant Protection and Quarantine Programs, Agricultural Quarantine In- 

spection.) [Issued with perforations. Supersedes summary dated July 1, 

1964, and TM’s dated Jan. 8, 1965, Apr. 14, 1969, Apr. 2, 1971, June 25, 

1971 (as pertains to Italy), and June 28, 1971, and Memo dated Aug. 16, 

1966-HBM/KLM, and TM dated Mar. 3, 1972.] ¢ A101.11: It1 


ARMS CONTROL AND DISARMAMENT AGENCY 
Washington, DC 20451 


Arms control achievements 1959-72, 2d edition. [June 15, 1972.] cover 
title, [1]+18 p. narrow 16° ([Publication 68.]) * Paper, 25c. © Item 
125-A-3 AC 1.2: Ac 4/959-72 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


After high school, a bright future, Women’s Army Corps. [June 1972.] 
[4] p. il. narrow 12° [Illustrations are colored.] + @ Item 325 
D 101.2: W 84/3 


Army Dlectronics Command, Fort Monmouth, N.J.: Research and develop- 
ment technical report ECOM (series). (Reports control symbol OSD 
1366.) tf D 111.9/4 : (nos.) 


3405. Development of screenable high dielectric constant ceramic-glass dielectrics 
[with list of references] ; William A. Vitriol. Mar. 1971. iv+20+2 
p. ll. 4° [DA work unit 1T0 62105 A 348 00 301.] 
8457. a ftp rien earn uter — oo ry AE by Co J. 
an v . il, 4° partment my task 1H1— 
02—DB91—02—05. ] ip " ° 


3468. Corrosion of electronic components by fumes from plastic [with bibliog- 
raphy ; by S. J. Krumbein and A. J. Raffalovich. Aug. 1971. i1i+ 20+ 3 
p.il.4° [DA task 1H6 62701 A057 01 14.] 
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8477. Blectron spin resonance name apg 8 gm |} cathode gee 
studies {with list of referen a7) oe 1 K. Pearce. Sept. 1971. iv-+24 
2 p. iL 4° DA work unit 170 6 02 A 84 A 02-301. 
3479. Mathematical wind peat model and =: programe © for = with aircraft 
simulations [with list of references Robert re Sept. 
1971. vili+61+2 p.il.4° [DA subtask 181 63207 Doss 14 


Pamphlets. { @ Item 827 (Rev. 1969) D 101.22: (nos.) 


351-8. Noncommissioned officer education system, ned key to promotions, PP. 
fessional education, career development. June 1972. cover title, 1 
o 


il. 4 
600-3. Career planning for Army commissioned officers. Aug. 1, 1970. cover > 
10 p. il. 4° [Issued with perforations. Supersedes DA 600-3, Nov. 4 
968.) 101.22 : 600-3/3 


Start as an officer, for the college graduate an executive ‘eatin a chal- 
lenging, rewarding future, Women’s Army Corps. [1972.} [4] p. il. nar- 
row 12° [Illustrations are colored.] ¢ @ Item325 0D4101.2: W 84/2 


Technical manual TM (series). 


1-250. Fixed wing flight, Change 3. a 16, 1972. [1] +5 4° [Issued in 
looselea form] © Iie: 829 810i. 11 : 1-260/ch.3 


USAAMRDL technical report. idl Directorate, U.S. Army Air Mobility 
Research and Development Laboratory, Fort Dustis, Va.) 


t 
D117. a recncerd 
11535 71-59. Investigation of air bearings for gas eastine cnetnes phase 
zepest with fase of cree oy 1; Waldron, W h Youne, 
Ww. rwen. Dec. 1971. mere 4, AL 4° Task 1G: sane 
Tas, contract ak I08-00-0 0 1062. Prepared by Mechanical 
nol Incorporated, Latham, N.Y.] 

Investigation of. of vortex Sao roduced by helico od rotor [with list of 
arene cited Nie Johnson and W r M. Katz. Feb. 1972. 
{1} 3 HS a i 4° [Task 116290444104; contract 

red by Rochester Applied Science "Associates, 
aq Dochester, N 


- ae amy kl ana ts, model. [with list of literature a Pe y Alan 
ag C. Jack. Apr. 1972. PPA tes eet 3] p. i 4 il, 4° 
(Te Task 1 s (and) Da 008, cot contract D DaAso2- —0056. Prepared by Boe- 
n 


Co: Seattle, 
. Oil- Sarv ation m kent “prowram, evaluation, of LS pg steel spiral bevel 


goazp, Gaal rt (with a Alberti 
Lemanski. 2 me algae rb; OF 
DAAJ02—72—C—0009, 1F13 301 prepa 
Vertol Division taehiladelphin Pa. Issu 
I cameos | ape ) ey f hel tor blad 
nves' layers Pp flows o: er rotor es, 
= . od list < Heeestare cited) ; i ri. a6at (2) off, we Piaeer 
an F offman. May xxiv ° 8 
1 ReaeOs A A14234, Contract DAAJ deb c-0068 Pre ea ed by Ohio State 
University, Research Foundation, Columbus, Onto} 


ARMY MEDICAL DEPARTMENT, Defense Dept. 
Washington, DC 20310 


Army Medical Research and Nutrition Laboratory, Fitzsimons General 
bey oe Denver, Colo.: Laboratory report. ¢ D 104.17 : (nos.) 
. Sequential ultrastructural study of effects of intrastructural . of effects 
of intravenous ~ gt emulsion we list of ge aa) EAL ichard 8. 
Demaree ; AC Sy. ° ered Apr. 1972. cover title, iv+ lenves, 7 pl. 4e 
[Project Military internal medicine, task 05 Environmen- 
= medicine, ny oar 054, Ultrastructure of normal and diseased animal 
tissue. Some peges are printed as benvens} 

333. — oe and quantitation of microbiolo et Be en 9 of Ry. packet, long 
r —_ _ condi list of references] ; 

enderson, Ba — — y Sam mes L. Fowler. A) 
1972. cover tities 1) +1ii+20 2} & = Project 3A062110A822, mili- 
tary internal med ine, work u hygiene. Some pages 
printed as leaves. 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


ABO research and development oe. an ope eae 


ABC-tr—7298. i ag > ealeyj. fiers ‘rerey Po hies ; edited 3° 
oskalev corer le es Ad ii+ +a-c 
(Translation series.) J Paper, $6. + 861 ” 
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AEC research and development reports—Continued 
‘—tr—-7 305. Plasma physics and controlled thermonuclear reactions, 

— 1968-69 {articles, with bibliographies]. |1972.] cover 
title, {1] +330 p. il. 4¢ (Translation series.) [Russian 
report NP—18901.] ¢ Paper, $6.00. 

AEC—tr—7306. Radiobiology, v. 11, no. 5 [with Sy ay 1971. cover 
title, [1}/+a-d +250 p. . il. 4° & Paper, $3. 

AEC-—tr-—7307. Radiobiology, v. 11, no. % [with bibliographies |. 1971. cover 
title, [1] +a—c+ 176 p. il il.4° Pa 00. 

MSAR 71-45. Entrained moisture separators for me particle water-air- 
steam service, their performance, Svat os and otates, 
final report [with bibliography; by G watz, J. V. 
Friel and J. L. Bicehouse]. Mar. 1971. cover title {1 70] 
p. il. 4° (Richland Operations Office.) [Pre _ under 
contract AT(45—1)-—2145 by MSA Research ration 
Division of Mine Safety Appliances Co. Evans City, Pa.{ 
* Paper, $1.50. @ Item 1 

PNE-714F. Project Sulky weather predictions and surface radiation 
estimates. Apr. 28, 1972. cover title, [1] +ii+39 P. il. 4° 
(Air Resources Laboratory Las Vegas, Nev.]; Plow- 
share, civil, po one scientific uses for nuclear ex- 
plosives.) % Pape 

TID—3320 (supp. 2). Puisars, shaticeratus’:' | by William D. Matheny]. [May 
1972.] cover title, i'8 p. 4° Paper, $3.00. 

TID—25986. Central Sierra profiling snow gage, guide to fabrication and 
operation [with list of references cited; prepared by 
James L. Smith and others. Feb. 1972. cover title, 53 
p. il. 4° [Pacific Southwest Forest and Range Experi- 
ment Station, Forest Service.] # Paper, $3.00. 

TID—25998. Bibliography on centralized processing of fresh meat and 

oultry, including radiation pasteurization (updated) ; 
prepared by W. M. Urbain and others]. March 1972. 
cover title, v+72 p. 4° [Prepared at Department of 
Food Science and Human Nutrition, Michigan State Uni- 
versity, Bast Lansing, Mich.] % Paper, $3.00. 

TID—26007. Cost comparison of dry-type and conventional cooling sys- 
tems for representative nuclear generating plants [with 
ad of references ; by John P. Rossie, Edward A. Cecil and 

—" 0. Young]. Mar. 1972. cover title, [1]+xv+119 

(Division of Reactor Development and Tech- 

ology.) [Prepared under contract AT(04—3)—849 by 

R. . Beck and Associates, Denver, Colo.] * Paper, 

$1.25. @ Item 1051-C 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


FAA-AM (series). Paper, each, $3.00. TD 4.210: (nos.) 


72-7. Evaluation of fiberglass instrument gave a for protection against 
head injury [with list of references ; sR D. —— and John J. 
Swearingen. Feb. 1972. cover title, (3) + + (1) p 

72-8. Effects of backscatter of brief high spreneey light on physiological re- 
sponses of instrument-rated pilots and non-pilots [with list of references ; 
by Pa fra te ne {and} Gerhard A. Brecher. Feb. 1972. cover title, 

D. 
72-9. Pilot tracking seopmanee, during successive in-flight simulated instru- 
ment approaches [with list references; by] Paul G. Rasmussen [and] 
A. Howard Hasbrook. Feb. 1972. cover istie, (6) + 14+ (2) p. il. 4° 
72-10. Physiological evaluation of modified jet ang SF tg r oxygen mask 
with list of references ; by) Ernest B. cFadden ar. 1972. cover 
title, [3] +11+ [2] p. il. 4 
72-11. Bffects. of of alcohol on postion solving task [with list of references; by] 
ei cy Dean + pom {and] Alan BE. Jennings. Mar. 1972. cover title, {3]+ 
D. o 
72-12. Compactnes of serum cholinesterase methods, 2 [with list of references; 
by} Charles R. Crane, Donald < nepawe {and] John K. Abbott. Mar. 
1972. cover title, (3]+6-+ [2] p. il 
. Color-word interference test its Gtetien to performance eatement 
under ouditery distraction [with list of references; by] Richard 
Thackeray, ren N. re {and] Robert M. Touchstone. Mar. 1972, 
cover title, (3)084 [1 Ip. 


CENSUS BUREAU, Commere Dept. 
Suitland, MD 20233 


1969 census of agriculture: v. 1, Area reports. ([{Agriculture Division.]) 
L.C. card 72-600847 C 56.227 : 969/v.1/pt. (nos. ) 
pt. 7. New York: sec. 1, Summary data. xi+307+14+27 p. fl. 4° * Paper, 

$2.75. @ Item 152-A-2 
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. South Dakota : — d, a y~ data. [May 1972.] xi+291+14 
abe. 1USEr ae HS Elastane *mon eee 
b r sec. oun a v 4° *p 
© ltum 158-4-42 y ay + Pp. aper, $5.50. 
a —! sec. A. Tw ae Allen Co.-Leavenworth Co. [May 1972.] 
vi ot pt 4° “ts —/ @ Item 152—A-13 
; = tees 1973.4 | Sib} p. il. 4° * Paper, $4.00. @ Item 152-A-J4 
. North Carolina: <9 4 Panew’ s _ Alamance Co.- —— Co. [June 
ai aati — *, my whe eet Snr ew 
. Alabama: sec. ummary ta. une 1 x $114 14+ 27 il. 4° 
pr $2.75. @ Item 15 aTJume 1972. id sombtute 
. Alabama : sec. ounty data. [June 197 vi+544 p. 4° * Paper, $4. 
@ Item 152-A-21 é ] vit * a 
Arkansas: sec. 1, Summary data. = 1972.] xi+297+14+27 p. il. 4° 
* Paper, $2.75. @ Item 152—A-23 
. Arkansas: sec. 2, County data. [June 1972.] vi+608 p.4° * Paper, $4.50. 
@ Item 192-4- * P (J 1973. 
: sec ‘ounty data. une 197 vi+512 il. 4° * Paper, 
$3.75. @ Item 1562-A-24 shop ~ 
. Wyoming. May 1972. [525] p. il. 4° * Paper, $4.00. @ Item 152—A-2 
Brees {June 19072.] [571] p. il. 4° * Paper, $4.25. © Item 
. Utah. [May Te.) (eco r 4° * Paper, $4.25. @ Item 152—A-381 
> a, [May 197 AL re * Paper, $3.50. @ Item 152-A-31 
. Washington. [May doi) 14 7] p. il, 4° * Paper, $5.00. @ Item 152— 


A-3. 
. Oregon. [May 1972.] [653] p. il. 4° @ Item 152—A-32 


oe 75. 
. California: sec. 1, Summary Pinta. . Tatay 1972.] xi+347+14+27 p. il. 4° 
california = 0 & ~~j dem (i [Me 1972.] vi+456 il. 4° * Paper, 
4 ornia: sec. ‘ounty da ay ° 
$3. @ Item 152-A-33 ss 
‘ virgin Islands. [May 1972.] [54] p. iL 4° * Paper, 55c. © Item 


1970 census of housing: Metropolitan housing characteristics, HC(2) 
(series). ({Housing Division.]) C 3.224/4 : 970/ (nos. ) 


10. 


32. 
35. 
38. 
51. 
61. 
63. 
64. 
73. 


75. 
81. 


98. 


Anaheim-Santa Ana-Garden Grove, ndard metropolitan statistical 
area. (June 1972.] cover title, Stites 21 p. il. 4° * Paper, $1.25. 
@ Item 156—-A-6 

Bristol, Conn., standard metro a omy area. [May 1872.] cover 
title, xi+18. 21 p.il.4° * ogee, ©  L, 156—A-8 

Bryan-College Station, Tex., standard a oa statistical area. [June 

tig over = x+27+21 p. i. 4° * 60c. @ Item 156—-A-46 

Cedar Rapids, Iowa, standard metropolitan statistical a. S osee 1972.] 
cover title, x+18+20 p. il. 4° * Paper, 55c. @ Item 

Columbus, Ohio, standard metropolitan ot statistical area. oe 1972.] cover 
title, xii+34421 p.il.4° * Paper, 65c. @ Item 156—A. 

Dubuque, Iowa, standard metropolitan statistical area. (sane 1972.] cover 
title, - +18+20 p.il.4° * Paper, 55c. @ Item 156—A—17 

Durham, N.C., standard metro litan statistical area. . Utes 1972.] cover 
title, xi+34-+21 p. il. 4° aper, 65c. @ Item 156— 

Bl Paso, Tex., standard at. 5 statistical area. [June 1972.] cover 
title, x-+34-+20 p. il. 4° _ 65c. @ Item 156—-A-46 

Fort Lauderdale-Hollywood, Fila standard metropolitan = wr area. 
{May 3 1972.) cover title, 585+ 2 p. il. 4° © Paper, @ Item 


Fort Wayne, Ind., standard metropolitan statistical area. [May 1972.] cover 
title, xii+18+21 p. il 4° * Paper, 55c. @ Item 156-A-—16 

Gary-Hammond-East Chicago, ne F. ay wm) -~ statistical area. 
[May es) cover title, x+ p. il 4° Paper, 75c. @ Item 
15 = 

Jersey City, N.J., standard metropolitan statistical area. [May 1972] 
x+60+21 p. il. 4° * Paper, $1.00. @ Item 156-A-32 


. Laredo, tig standard metr litan statistical area. pomme 1972.] cover 


title, x+384-+20 p. il ‘aper, 65c. @ Item 156—A-: 


3 — 2 standard A. dthed statistical area. {une 3 1972.) cover title, 
18+ 


20 p. il. 4° * Paper, 55c. @ Item 156-A-8 


4 Little RoE Little Rock, Ark., standard metropolitan ‘. “or area. 


oe 1972.] cover title, xi+43+21 p. iL 4° * Paper, 70c. @ Item 
156—A-5 


. Lubbock, Tex., standard metropolitan statistical orm ivene 1972.] cover 


title, x+26+20 p. il. 4° * Paper, 60c. @ Itemi 


. Mansfield, Ohio, stanteet metropolitan statistical area. - oe 1972.] cover 


title, x+18+20 p. il. 4° * Paper, 55c. @ Item 156— 


. Montgomery, Ain, eaneans metropolitan statistical area. i, [Ar 1972.] cover 


title, xii+34+21 p. il 4° * Paper, 65c. @ Item 156- 


‘ Muncie, Ind., standard metropolitan statistical area. [ Mey 1972.] cover title, 


xii+18+ 31 p. i. 4° * Paper, 55c. @ Item 156—A-1 
New Orleans, La., standard metropolitan statistical area. [Apr. 1972.] cover 
title, xli+59+21 p.il.4° * Paper, $1.00. @ Item 156—A-20 


63. “sr IIL, standard metropolitan statistical area. [June 1970.] cover title, 


8+50 p.il.4° * Paper, 55c. @ Item 156—-A-15 
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1970 census of housing—Continued 
165. Philadelphia, Pa.-N.J., standard metropolitan statistical area. [May 1972.] 
cover title, xii + 84-420 p. il. 4° * Paper, $1.00. @ Item 156—-A—32 
169. Pittsfield, Mass., standar api F statistical area. [June 1972.] cover 
title, xi+18+21 p. il.4° * Paper, @ Item 156—A-23 
173. Provo- Orem, Utah, standard metro politan’s statistical area. (4 r. 1972.) 
cover title, xi+27+21 p. il. 4° aper, @ Item 156—A-4 
183. ae Ill., standard LAM. oertietical oan. [June 1972.] x+18 
14° * Paper,55c. @ Item 156—A-1 
189. Sailuas ~. T, Calif., standard i me} statistical area. [May 
1972.] cover title, xii +35+20 DP. 4° * Paper, 65c. @ Item 156-A-6 
191. San Angelo, Tex., standard ot reenithen statistical area. [June 1972.] cover 
title, x+18+20 p. il.4° * Paper, 55c. @ Item 156—A-46 
. San Antonio, Tex., standard metropolitan statistical area. ize 1972.] 
cover title, x toneaa il. 4° * Paper, 75c. @ Item 156—A-—46 
. San Francisco-Oakland, Calif., standard metropolitan statistical area. [June 
1972.] cover title, xii+181 +21 p.il.4° * Paper, $1.75. @ Item 156—-A-6 
. San Jose, Calif., standard metropolitan statistical area. [June 1972.] cover 
title, xii+70+21 p. il. 4° * Paper, $1.00. @ Item 156—-A-6 
. Seattle-Dverett, Wash., standard metropolitan statistical area. [Mey 1972.] 
cover title, x+52+21 p. il.4° * Paper, 75c. @ Item 156—A-—50 
. Sherman-Denison, Tex., standard metropolitan statistical area. [June 1972.] 
cover title, x+27+21 p. il. 4° * Paper, 60c. @ Item 156—-A-46 
. South Bend, Ind., standard metro Olitan statistical area. [May 1972.] 
cover title, xi+is8 21 p. il. 4° aper, 55c. @ Item 156—A-16 
. Springfield- Chicopee: olyoke, A -Conn., standard metropolitan statistical 
(May 1972.] cover title, [68] ’D. il 4° * Paper, 65c. @ Item 
156—A-— 
. Stamford, Conn., standard metropolitan statistical area. [May 1972.] cover 
title, xi+18+21 p.il.4° * Paper, 55c. @ Item 156—A 
. Tulsa, Okla., standard metropolitan ‘statistical area. ee 1972.] cover title, 
xii+34+21 p.il.4° * Paper, 65c. @ Item 156— 
. Waco, Tex., lw wy metropolitan statistical area. a 1972.] cover title, 
x+18+3 .il.4° * Paper, 55c. @ Item 156—-A—46 
’ Wilkes Barre- jazleton, Pa., standard metropolitan statistical area. [June 
1972.] cover title, x-+27+21 p. il. 4° * Paper, 60c. @ Item 156—A-—40 
. Wilmington, Del.-N.J. ., Stan _ metro litan statistical area. [May 
1972. ] — i x+34+ 20 p. 4° aper, 65c. @ Item 156—-A-—22 
242. Worcester, standard Seieliton statistical area. a 1972.] cover 
title, er eet p. il.4° * Paper, 55c. @ Item 156—A-23 


1970 census of housing : Supplementary report, HC (S1) (series). 


8. Characteristics of occupied housing units by hold ition and tenure 
for the United States, 1970. May 1972. 5 p.4° * Paper, oF @ Item 155 
C 3.224/8 : 970/3 


1970 census of population : Supplementary report PC (SI) (series). 


11620 18. Country g¢ ‘. 2 of foreign stock, for United States: sr and 1960. 
1972. * Paper, 10c. @ Item 154 C 3.223/12: oT0/18 


1970 census - population and housing: Census tracts, PHC(1) (series). 
([Population Division and Housing Division.]) @ Item 159 
L.C. card 73—-186611 C 3.223/11 : 970/ (nos.) 


11621 9. ae. Ana-Garden Grove, Calif., standard + ar statistical 
~—- [May 1972.] cover title x4 188'}-94+21 p [Accompanied by 
ps of census tracts, each 25 x 22in.] * Pap $2.5) 50. 
11622 35. Buffalo’ PN. Y., standard metropolitan statistical area. [May 1972. ] cover tith 
pi +4842 21 p. 4° [Accompanied by map of census tracts, 22 x 17 in| 


11623 This park ~~ a not used] 
11624 ‘ aepeee. Ohio-Ky.-Ind., standard metro ee statistical area. [May 
972.] cover title, [207] p. il. 4° * Paper, 75. 

11625 ‘ Clevelava Ohio, standard metropolitan paitiatienl area. [May 1972.] cover 
title, xii+166+80-+ 20 p. +o ” eure by 2 maps of census tracts, 
each 17 x 22 in. ] * Paper, 

11626 . Columbus, Ohio, standar ta Olitan statistical area. [May 1972.] cover 
title, x+108+55-+.21 p. 4 Accompanied by 2 maps of census tracts, 
each 22x17in.] * Paper, $2. 

11627 . Dayton, Ohio standard metropolitan statistical area. [May 1972.] cover 
Deivet , (152) . il.4° * Paper, $1.75. 

11628 > Mic standard metropolitan statistical area. (May 1972.] cover 
Mite, xiv 882 170-424. © [Accompanied by map of census tracts 

x in 

11629 . Fort Smith, Ark.-Okla., 78 metropolitan statistical area. [Apr. 1972.] 
cover title, [64] p. il. "40°=«8 Paper, 55c. 

11630 . Houston, Tex., standard metropolitan statistical area. [May 1972.] cover 
title, xii+174 + 88+ 21 p. 4° [Accompanied by map of census tracts, 
25x33in.] * Paper, $2.50. 

11631 . Hunteville, Ala., standard metropolitan statistical area. [May 1972.] cover 
title, vili+ 36+19+21 -* 4° [Accompanied by map of census tracts 
17x22in.] * Paper, $1.00. 
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Kansas City, Mo.-Kans., standard metropolitan statistical area. [May 1972.] 

PS ey , xt 104+ 09+ 31 p. 4° [Accompanied by map of census tracts 
x n. ‘a 

. Lawrence-Haverhill, "Tan. -N.H., standard ry e> statistical area. 
[May 1972.] cover ry in} + Paper, $1.0 Dp. [Accompanied by map 
of census tracts, 17 et ha. 1.00. 

. Memphis, Tenn. -Ark. yi statistical area. [May 1972.] 
cover title, x 681.304 a Dp. ro ccompanied by map of census tracts, 
17 x 22 in.) Paper, $2.00. 

{This entry number a used] 

Oklahoma City, Okla., standard metropolitan statistical area. [May 1972.] 
cover title, y's 98-449 21 p. 4o [Accompanied by map of census tracts, 
22x25in.) * Pa ~ a 

. Philadelphia, Pa.-N. ndard moteepeline statistical area. [May 1972.] 
cover title, xvi 356-4 19 20 p. [Accompanied by 2 maps of census 

tracts each 33 x 25 in. ] ‘ape Levy 75. 

. Pittsburgh, Pa., standard uaninaiien statistical area. [May 1972.] cover 
title, xiv-+210+105+21 p. 4° [Accompanied by 2 maps of census tracts, 
each 22 x 34 in. a, a ha 00. 

. Portland, Oreg.-Wash metropolitan statistical area. [May 1972.] 
cover title, ey 106 SS at p. 4° [Accompanied by 2 maps of census 
tracts each 22 x 17 -~™ ° oe $2.00. 

. San Francisco-Oakland tandard Ae ey statistical area. [Apr. 
1972.] cover title, siy-+814+ 188-421 * Paper, 

. oe Ohio-W. Va., AA metropolitan statistical area. 
[May 1972.] cover a, pd p. il. rt * Paper, 

226. Washington, D.C.-Md.-V tandard metropolitan ‘statistical area. [May 
3.06. cover title, xit-f'244-4122 +21 D maps in pocket, 4° * Paper, 


County business patterns, 1971, CBP (series). ([Bconomic Statistics and 
Surveys Division.]) [Prepared with assistance of Social Security Admin- 
istration.] @ Item 133-A 
L.C. card 49-45747 © 56.233 : 71-(nos.) 


71-5. Arkansas. [May 1972.] cover title, RCE p. il. 4° * Paper, “3 00. 
71-13. Hawaii. [June 1972.] cover title, rtby 4° * Paper, 4 
71-35. North Carolina. [May 1972.) [27+ ° * Paper, #1. 25. 

71-40. Pennsylvania. [June 1972.] cover tite 2) +202 p. il. 4° Paper, $1.75. 


11647 County business patterns, 1971, publications order form. Apr. 1972.] [8] p. 
narrow 12° ([Form BC-109. i OC 3.204: 971/ann. 


11648 Current industrial reports: Aluminum ingot and mill products, summ 
for 1971 (preliminary). Apr. 1972. 2 p. 4° (Series M33-2(71)-13.) 
[Prepared in cooperation with Domestic Commerce Bureau.] f Paper, 
15¢c. @ Item 142-A C 56.216 : M 33-2(71)-13 


11649 —___ Fats and oils, seasonal adjustment supplement, 1959 to 1971. June 
1972. 10 p. 4° (Series M 20 J Supplement.) f Paper, 15c. © Item 
142-A C 56.216: M 20 J/supp. 


11650 —__ Fiour milling products, summary for 1971. Apr. 1972.6 p. 4° (Series 
M20A (71)-13.) + Paper,15c. @ Item142-A 
C 56.216: M 20 A(71)-18 


11651 —_ Fluorescent lamp ballasts, summary for 1971. June 1972. 5 p. 4° 


(Series MQ-360(71)-5.) f Paper, 25c. @ Item 142-A 
C 56.216 : MQ-36 O(71)-5 


11652 —— Inorganic chemicals, 1970; [prepared in Industry Division]. June 
1972, [2]+35 p. 4° (Series M 28 A (70)-14.) tf Paper, 15c. ©@ Item 
142-A C 56.216: M 28 A(70)-14 


11653 —_— Mining machinery and equipment, 1971. June 1972. 4 p. 4° (Series 
MA-35 F (71)-1.) + Paper, 25c. @ Item 142-A 
© 56.216: MA-35 F (71)-1 


11654 —_ Selected instruments and related products, 1970, Change sheet. June 
1972.2p.4° (Series MA-38B (70)-1.) + @ Item142-A 
OC 56.216 : MA-38 B(70)-1,ch.-2 


11655 -—— Sheets, pillowcases, and towels, June 1972. 6 p. 4° (Series MA-23X 
(71)-1.) + Paper, 25c. @ Item 142-A C 56.216: MA-23 X(71)-1 


#For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 9 





GovERNMENT PUBLICATIONS 


Current industrial reports: Titanium ingot, mill products, and castings, 
summary for 1971. May 1972. 8 p. 4° (Series BCD-263(71)-13.) [Pre- 
pared in cooperation with Domestic Commerce Bureau.] jf Paper, 15c. 
@ Item 142-A C 56.216 : BCD-263 (71)-13 


Tractors, except garden tractors, 1971; [prepared in Industry Di- 
vision]. May 1972. 6 p. 4° (Series M35S(71)-13.)  {Paper, 15c. 
@ Item 142-A C 56.216: M 35 $(71)-13 


—— Truck trailers, summary for 1971; [prepared in Industry Division]. 
Apr. 1972.9 p.4° (Series M37L(71)-13.) + Paper, 15c. @ Item 142-A 
C 56.216: M 37 L(71)-13 


Vending machines (coin operated), 1971; [prepared in Industry Di- 
vision]. June 1972. 3 p. 4° (Series MA-35U(71)-1.) + Paper, 25c. 
@ Item 142-A C 56.216 : MA-35 U (71)-1 


—— Wiring devices and supplies, 1970, Change sheet. May 1972. 1 p. 4 
(Series MA-36K(70)-1.) + @ Item 142-A C56.216: MA-36 K(70)-1 


Current population reports: Series P-25, Population estimates and projec- 
tions. * Paper, $14.00 (including Series P-20, P-23, P-25, P-26, P-27, 
P-28 summaries, P-60, and P-65 for one year), $3.50 additional for for- 
eign mailing ; single copy prices vary. @ Item 142-C 

C 56.218 : P-25/(nos.) 

11661 482. Estimates Se of United States = Mar. 1, 1972. Apr. 1972. 2 p. il. 
4° [Issued with perforations.] * Paper, 5c. 

11662 484. Estimates of — of United States s Apr. 1, 1972. May 1972. 2 p. il. 
4° [Issued with perforations.] * Paper, 5c. 

Data access description : Collection, evaluation and processing series CEP. 
[Intended as introductions to means of access to Census Bureau data 
for persons with data requirements not fully met by printed reports.] 
6. Delineation of problem ry areas. yw 1972. 9 p. 4° (DAD 28.) [Issued 

with perforations. ] tem 14 C 56.212:6 

Public use samples of basic records from 1970 census, description and tech- 
nical documentation; [prepared by Paul T. Zeisset]. Apr. 1972. [2]+203 
p. il. 4° {Text on p. 2 of cover.] + @ Item 146 C 56.202 : C 33/2 


Working paper. 
33. a Ly of a quasi-stable age-sex distribution for Ghana in 1960; by 
ter Gardiner. [1972.] [3]+23 p. 4° eo Statistical Pro- 
grams Di —¥ ow wt A Paper, 50c. @ Item 151-B 
C 56.229 : 33 


CENTER FOR DISEASE CONTROL, Health, Education, and 
Welfare Dept., Atlanta, GA 30333 


Report of National Commission on Venereal Disease to Assistant Secretary 
for Health and Scientific Affairs, Department of Health, Education, and 
Welfare. 1972. xii+47 p. il. 4° (DHEW publication (HSM) 72-8125.) 
* Paper, 70c. @ Item 504 
L.C. card 72-602495 HE 20.2302: V 55 


CHILD DEVELOPMENT OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20201 


Child development : Day care. 


11667 8. Serving children with special needs [with bibliography]. [1972.] 73 p. il. 4° 
([DHBEW publication (OCD) 72-42.]) [Prepared in cooperation with Office 
of Education's Bureau of Education for the Handicapped, President’s Com- 
mittee on Mental Retardation and Secretary’s Committee on Mental Retarda- 
tion.] * Paper, 75c. (S/N 1791-0176). @ Item 454—-C-3 
L.C. card 72—602490 HB 21.11:8 


CHILDREN’S BUREAU, Health, Education, and Welfare Dept. 
Washington, DC 20201 


11668 Boys in fatherless families [with list of references] ; by Elizabeth Herzog 
and Cecelia B. Sudia. 1971 [reprint]. iv+120 p. 4° (DHEW publication 
(OCD) 72-33; Research and Evaluation Division.) * Paper, $1.25. 
@ Item 452 
L.O. card 72-602551 HE 21.102: B 71 
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CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


11669 Remarks by Secor D. Browne, Chairman, Civil Aeronautics Board, before 
International Civil Airport Association Congress, Geneva, Switzerland. 
(1972.] [1]+5 p.4 f¢ C 31.215 : B 81/30 


CIVIL DEFENSE OFFICE (Army), Defense Dept. 
Washington, DC 20310 


Notg.—See also Defense Civil Preparedness Agency. The name of Civil Defense 
Office was changed to Defense Civil Preparedness Agency, effective May 5, 1972 


11670 Annual statistical report, fiscal year 1971. [1972.] cover title, vi+139 p. il. 4° 
({Statistics and Reports Division, Office of Comptroller.]) + @ Item 
857-—D-17 D119.1/2: 971 


[Technical report] TR—(series). 
11671 61-—C. BMP protection for AM radio broadcast stations; [by James A. Johnston, 
editor] May 1972. cover title, iv-+61 p. il. 4° [Includes list # informa- 


tion sources. Issued with perforations.] t @ Item 320—B— 
D 119.9 : 61-C 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


11672 Hearing before Commission on Civil Rights. [1972.] x+1148 p. il. [Hear- 
ings held in Washington, D.C., June 14-17, 1971.] * Paper, $4.00. 
@ Item 288-A 
L.C, card 72-602492 CR 1.8: W 27/971 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


11673 Agricultural commodity grader (meat), (grade GS-5), announcement WA- 
0-14, apply to Civil Service Commission, Washington Area Office, 1900 
B Street N.W., Washington, D.C. 20415. Issued Jan. 13, 1971, revised 


May 1972. [1972.] 4p.4° [Opencontinuously.] + @ Item 292 
OS 1.26/4: 971-WA-0-14/rev. 


11674 Amendment 3 to announcement 411, Junior Federal assistant. May 2, 1972. 
1p. 4 f¢ CS 1.26 : 967/411/rev.—2/amdt.5 


11675 Amendment to announcement 409, Technical assistant [agriculture, bi- 
ology, data processing, engineering, medicine, science, and other techni- 
eal fields]. Jan, 4, 1972.2 p. 4° + OS 1.26 : 967/409/rev.—3/amdt. 


11676 Amendment to Computer specialist, announcement 420. May 2, 1972. 1 p. 
4 ¢ CS 1.26 : 969/420/rev./amdt.—2 


11677 Announcing examination for freight rate specialist, grade 7, $9,053 a year, 
grade 9, $11,046 a year, announcement WA-6-—13. Nov. 15, 1966, revised 
June 1972. [1972.] 3p. 4° [Applications continuously accepted.] + Civil 
Service Commission, Washington Area Office, 1900 E St., N.W. Washing- 
ton, DC 20415 @ Item 292 CS 1.26/4 : 966/W A-6-13/rev. 


11678 Career opportunities as medical record librarian, grades GS—5 through 
GS-12, apply Civil Service Commission, Washington Area Office, 1900 
E Street N.W., Washington, D.C. 20415, announcement 331. June 23, 


1964, revised May 1972. [1972.] 4 p. 4° [No closing date.] + @ Item 
292 OS 1.26 : 964/331/rev. 


11679 Career opportunities for persons entitled to veteran preference : Messengers 
including messenger (motor vehicle operator) GS-2 starting salary $99 
a week, apply to Washington Area Office, U.S. Civil Service Commission, 
1900 E Street NW., Washington, D.C., announcement WA-7-1% (local). 
May 16, 1967; revised May 1972. [1972.] [2] p. 4° [No closing date. 
For veterans only.] + @ Item 292 CS 1.26/4: 967/WA-7-18/rev.-3 
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Career opportunities in medical technology, clinical and health research, 
grades GS-5 thru GS-11, apply Civil Service Commission, Washington 
Area Office, 1900 E Street, N.W., Washington, D.C. 20415, announcement 
WA-8-15. Sept. 17, 1968, revised June 1972. [1972.] 6 p. 4° [Open until 
further notice.] + © Item 292 OS 1.26/4 : 968/W A-8-15/rev. 


11681 Careers in dietetics, dietitian, dietetic assistant, public health nutritionist, 
apply Civil Service Commission, Washington Area Office, 1900 B Street, 
N.W., Washington, D.C. 20415, announcement WA-8-10. Aug. 20, 1968, 
revised June 1972. [1972.] 6 p. 4° [Open until further notice.] f 
@ Item 292 CS 1.26/4 : 968/W A-8-10/rev. 


11682 Careers in pharmacy, announcement WA-8-09, apply to U.S. Civil Service 
Commission, Washington area office, 1900 E Street, N.W., Washington, 
D.C. 20415, Aug. 1968, revised May 1972. [1972.] 4 p. il. 4° [Open until 
further notice.] + @ Item 292 CS 1.26/4 : 968/W A-8-08/ rev. 


11683 Careers in therapy, physical, occupational, corrective, educational, manual 
arts, grades 6 to 9, throught United States, apply to Civil Service Com- 
mission, Washington Area Office, 1900 BD Street, N.W., Washington, D.C. 
20415, announcement WA-8-08. May 1968, revised May 1972. [1972.] 
[2]+10 p.4° [Open until further notice] + @ Item 292 

CS 1.26/4: 968/W A-8-08/rev. 


[Federal career opportunities for] psychologists, announcement WAS-913. 
Issued June 24, 1969, revised May 1972. [1972.] [1]+5 p. 4° Apply to 
Civil Service Commission, Washington Area Office, 1900 BE Street, N.W., 
Washington, D.C. 20415. [No written test; no closing date.] + @ Item 
292 CS 1.26/4 : 969/W AS-913/rev. 


11685 Illustrator in establishments of U.S. Government, grades GS-5 and GS—7, 
announcement WA-2-07. June 1972. 4 p. 4° [Applications continuously 
accepted for positions in Washington, D.C. area.] ¢ @ Item 292 

OS 1.26/4 : 972/WA-2-07 

11686 Medical officer [GS-11 thru 15] Dental officer [GS 12 thru 15] in establish- 
ments of U.S. Government, announcement WA-9-02. [Sept. 2, 1969, 
revised May 1972.] [1972.] [2]+10 p. 4° [Applications continuously 
accepted by Washington Area Office.] ¢ @ Item 292 

CS 1.26/4 : 969/W A-9-02/rev. 

7 Opportunities as veterinary medical officer in Federal service, GS-9 

through GS-15, WA-9-07. Mar. 4, 1969, revised May 1972. [1973.] 4 p. 4° 
(Washington Area Office.) [No written test.]  { @ Item 292 
CS 1.26/4 : 969/W A-9-07/rev. 


Professional careers in audiology, speech pathology, announcement WA- 
7-27. Aug. 22, 1967, revised May 1972. [1972.] 4 p. 4° [Applications 
continuously accepted.] + Civil Service Commission, Washington Area 
Office, 1900 BE Street, N.W., Washington, DC 20415 @ Item 292 

OS 1.26/4: 967/W A-7-27/rev. 


COAL RESEARCH OFFICE, Interior Dept. 
Washington, DC 20240 


Research and development reports. @ Item 606-C-2 I 68.10: hg 


11689 61, interim report1. Adsorption ry of coals and chars, report [with 
list of references ; oh >» Seer oes = ne, 
[1972.] (7)+ i 50 p. il 4 Coai 

search S 


Sciences, 
Penns rare te State e. Gniveraity a under contract 14-01 
* Paper, 70c. 2414-0046). 
nai of Ayes. -based structural materials [with list of 
references ] ; Charles as Cockrell and others we Meth 
cover title, v4 276 a Fu — 14-01 488. 
* Paper, $2.00 (S/ 

Open cycle coal An dake MHD ee generation, assessment 
and plan for action [with list of references], report of 
MHD Power Generation Group, Massachusetts ee 
of Technology, Cambridge, a ‘vy ry Be title, (2) 
v+181 p. il de [Revision report & 
set oon Contract 14 95-0001-1205 7 RS L., er $1. (S/N 
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COAST GUARD, Transportation Dept. 
Washington, DC 20691 


11692 Coast Guard history. [1972.] 37+ [2] p. il. ({CG-213. Public Information 
Division.]) + @ Item 984 TD 5.2: H 62 


Office of Research and Development: Project [reports]. ~{ TD 5.25:(nos.) 
11693 712102/013. On fey ranges of buoys; by G. .P Clark. [1972.] cover title, 
[44] p. il. + sou se on Vv 4 ys! —- for buoys. ) mare 
22420.01. Evaluation of va “p 8 2 signal ret materials for use on plastic buoys, 
— . final report; Nelson. Feb. 10, 1972. |3]+16+ [2] 
leaves il. 4° 13 
1695 722451. Channel lighted buoy model; by R. Bates. [1972.] cover ttile, [1 
a +94 (2) leaves, 4° (Field Fotting oe Development Center 
report 529.) [Prepared under contract T—CG—93851-—A.] 
11696 724110.1/4.1. Control and confinement of oil pollution on water be monomole- 
. eular surface films [with list of references] ; William D. 
Garrett - William R. Barger. Nov. 1971. cover Lathe. (51+58 
+([2 il. 4e (Final report.) (Prepaerd under contract MIPR-— 
Z-7 =a 10226.] 
725106. Final report on buoyancy ons —er characteristics of human 
fresh water ist of references]; prepared by 
Nethor | D. Little, Inc., nabridge, Mass. [Nov. 1971.] cover title, 
[158] p. il. 4° [Prepared under contract DOT—CG—90511-—A.] 
726417. Test of aircraft navigation for small area mapping using minimum 
local aids to navigation, final report [with list of references ; by 
J. A. McIntosh]. ¥. 1972. cover title Wd oo The leaves il, 
[Contract MIPR Z-70099—2-21101 DOT GG— B.] 
728401.211. Presets G.B, 250-watt tun withers ay bees report] ; by 
Nelson. [Dec. 15, 1971.] [1]+ii1+138-+-[2] leaves il. 4° 
([{ Field Testing and Development ‘enter. ] 


COMMERCE DEPARTMENT 
Washington, DC 20230 


Nortr.—Requests to the Commerce Department for publications should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of cuments classification numbers which should be 
used only when ordering from the Superintendent of Documents. 


Japan and United States, replacing old partnership with new partnerships, 
address by Peter G. Peterson, United States Secretary of Commerce be- 
fore Japan Society, New York, N.Y., June 7, 1972. [1972.] 21 p. 4 f 

01.18: P44/7 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single copy, 15c. (1-8 
yr. subs.). @ Item 231-B C 1.50: (nos.) 
72-012. Trade of Cait States with Communist areas in Hastern Hurope and 

Asia, 1969— [prepared by International ae © —_ sis prvanen, 
Office of aS 1 Commercial Relations]. 1972 p. 4° 
(Bureau of International Commerce.) [Issued dee ~B... I 

. Fore trade regulations of Dominican Re of Inte: prepared by Walter 
Haidar. June 1972. 6 p. 4° (Bureau o; — Commerce. ) 
[Issued with perforations. Supersedes OB 

. Foreign trade regulations of Empire of eabente ta Prepared by Stephen K. 
Craven and Daniel B. Gardner. July 1972. 8 p. (Bureau of Inter- 
oo At -Ay [Issued with perforations. ye OBR 66— 

. Foreign trade regulations of Spain; prepared by Yolanda BH. Corro. July 
1972. 10 p. 4° (Bureau of International Commerce.) [Issned with 
perforations. Supersedes OBR 68-85. ] 

. Establishing business in Mexico [with bibliography] ; prepared by Paul S. 
Flores. July 1972. 29 p. 4° (Bureau of International Commerce.) 
[Issued with perforations. Supersedes OBR 70-41.1 

11706 72-029. Selling in Austria ; prepared by Roswitha 8. Augusta. July 1972. 19 p. 4° 
(Bureau of International Commerce.) [Issued with perforations. 
Supersedes OBR 68-—100.] 


11707 Partners in action in science and technology, remarks by Richard 0. 
Simpson, Deputy Assistant Secretary of Commerce for Product. Stand- 
ards, before National Action Conference on Intergovernmental Science 


and Technology Policy, Harrisburg, Pa., June 22, 1972. [1972.] 8p. 4° ft 
01.18: 8i5/4 
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Telecommunications research and engineering report OT/TRER (series). 
(Office of Telecommunications, Institute for Telecommunication Sci- 
ences, Boulder, Colo. ) 

29. Evaluation of system for remote oscillator synchronization [with list of 
references; by] L. BE. Wood [and others]. Mar. 1972. [3]+51 p. il. 4° 
(Work performed under National Aeronautics and Space Administration 
contract L 48,842.) * Paper, 55c. @ Item 126—D-1 Cc g 


COMMODITY CREDIT CORPORATION, Agriculture Dept. 
Washington, DC 20250 


Commodity Credit Corporation charts providing graphic summary through 
June 30, 1971; [prepared by Data Division Agricultural Stabilization 
and Conservation Service]. Nov. 1971. cover title, [2]+iii+82 p.il.4° ¢t 

A 82.311: 971 


COMMUNITY HEALTH SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Licensed practical nurse as charge nurse: Instructor’s guide. May 1972. 
x+87 p. 4° (DHEW publication HSM-72-6708; Division of Health 
Resources.) ¢ @ Item 512-B-2 HE 20.2558 : N 98 


—— Trainee text and study guide. May 1972. vii+[1]+149 p. il. 4° 
(DHEW publication HSM-—72-6702; Division of Health Resources.) f 
@ Item 512-B-2 HE 20.2558 : N 93/2 


COMMUNITY RELATIONS SERVICE, Justice Dept. 
Washington, DC 20004 


Conflict resolution program ; [mew Federal approach to help facilitate social 
change through constructive and voluntary channels of reconciliation, to 
contribute to effective resolution of crisis and tension through concilia- 
tion and mediation.) [1972.] [2] p. narrow f° folded into oblong 48° 
size. f+ J 23.2: C 76 


COMMUNITY SERVICES ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Guidelines for the preparation of State emergency welfare services plans, 
natural disasters, civil disorders, enemy-caused disasters. 1972. viii+130 
p. 4° (DHEW publication (SRS) 72-23004.) [Issued with perfora- 
tions.] + @ Item 532-B-3 HE 17.708: St 2 


CONGRESS 
Laws 


Notg.—The Federal laws are first published separately and in this form are 
known as “slip laws’’. Later, these laws are compiled, edited, indexed, and published 
in the volumes of the Statutes at large. 


Public laws, 92d Congress. @ Item 575 

Nots.—Public laws in slip form in P] first me Bones, may be obtained from the 
Superintendent of Documents, Washin 0402, at a subscription price of 
$20.00 per session, $5.00 additional for , hy mailing ; single copies vary price. 


231. S. 1838, act to amend provisions of Perishable agricultural commodities act, 
1930, relating to practices in marketing of perishable agricultural com- 
modities. Approved Feb. 15, 1972. 1 p. * Paper, 5c. 

233. S. 2672, act to permanently exem ° potatoes hy | Processing from marketing 
ts age ghey Feb. 15, 1972. * Pape 

ofa resolution to dottapate my which begins on ist Sund 
“ta “Mar, 18 as National Beta Clu» Week. Approved Feb. 17, 1972. 
joint resolution to provide procedure for settlement of dispute 
. Me acifie ‘oast between certain shippers and associated eee and 
certain employees. oy my Feb. 21,1972.)3p. * pee oy 10c. 

. H.R. 12910, act to pre le for temporary increase in public debt limit. Ap- 

proved Mar. 15,1972.1p. * Paper, 5c. 
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11722 


11723 
11724 


11725 


11726 
11727 
11728 
11729 


11730 


11731 
11732 
11733 


11734 
11735 


11736 
11737 


11738 


SepremBer 1972 


. S.J. Res. 190, joint resolution to provide for extension of term of Commission 


on Bankruptcy Laws of United States, and for other purposes. Approved 
Mar. 17,1972.1p. * Paper, 5c. 

. 602, act to provide for disposition of judgments, when appropriated, 
recovered by Confederated Salish and Kootenai Tribes of Flathead Reser- 
vation, Mont., in pars. 7 and 10, docket numbered 50233, United States 
Court of Claims, and for other purposes. Approved Mar. 17, 1972. 1 p. 
* Paper, 5c. 

. 671, to provide for division and for dis a of funds appropriated 
to pay judgment in favor of Blackfeet Tribe of Blackfeet Indian Reserva- 
tion, Mont., and Gros Ventre Tribe of Fort Belknap Reservation, Mont., 
in Indian Claims Commission docket numbered 279—A, and for other 
om oses. [Approved Mar. 18, 1972.] 2p. * Paper, 5c. 

es. 1097, joint resolution making certain urgent supplemental ap- 
opriations = a year 1972, and for other purposes. [Approved 
Bee 21, 1972. * Paper, 5c. 


. 8. 860, act aan to Trust Territory of Pacific Islands. Approved Mar. 21, 


1973. 1 p. *Paper, 5c. 


. S. 1163, act to amend Older Americans act of 1965 to provide grants to 


States for establishment, maintenance, operation, and expansion of low- 
cost meal projects, nutrition training and education -projects, oppor- 
tunity a social contacts, and for other purposes. [Approved Mar. 22, 
1972.) 7p. * Paper, 10c. 

. 2423, act to amend Federal aviation act of 1958 to provide for suspension 
and rejection of rates and practices of air carriers and foreign air car- 
riers in fore tw transportation, and for other purposes. [Approved 
Mar. 22, 1972. * Paper, 10c. 

. 1977, act to chtablish Oregon Dunes National Recreation Area in Oregon, 
and for other purposes. [Approved Mar. 23, 1972.] 4 p. * Paper, 10c. 


. H.R. 1746, act to further b gg equal employment opportunities for Amer- 


ican workers. [Approved Mar. 24, 1972.] ll p. * Paper, 


10¢. 
2. H.R. 8293, act to continue until close of Sept. 30, 1973, International coffee 


agreement act of 1968. Approved Mar. 24, 1972. ip + Paper, 5c. 

. 13862, act to authorize Commissioner of District Me Columbia to enter into 
contracts for payment of District’s equitable portions of costs of reservoirs 
on Potomac iver and 4 tributaries, and for other purposes. Approved 
Mar. 24,1972.1p. * Pap 


r, 5e. 
> act to amend United “Btates information and educational exchange 


act of 1948 to provide assistance to Radio Free Europe and Radio Liberty. 
Approved Mar. 30,1972.1p. * Paper, 5c. 


. 8S. 904, act to amend Uniform time act to allow *' 2 £y in adoption of 


advanced time in certain cases. Approved Mar. 30 lp. * Paper, 5c 


. &. 3160, act to provide for modification in par valug of dolla, and for other 


purposes. Approved Mar. 31,1972.1p. * Pape 


. 8. 1975, act to change minimum age qualification for serving as juror in 


Federal courts from twenty-one ey 2 of age to eighteen years of age. 
Approved Apr. 6,1972.1p. * Pa 


per, 
. H.R. 9526, act to authorize certain naval weaned loans, and for other purposes. 


3, Approved Apr. 6,1972.1p. * Paper, 

1, act to provide for increases in ap ropriation ceilings and boundary 
* he in certain units of national park system, and for other purposes. 
[Approved Apr. 11, 1972.] 3p. * Paper, 10c. 


. H.R. 12749, act to authorize appropriations for saline water conversion 


program for fiscal year 1973. Approved Apr. 17,1972. 1p. * Paper, 5c. 


. H.J. Res. 1095, joint resolution authorizing and requesting President to 


proclaim Apr. 1972 as National Check Your Vehicle Bmissions Month. 
Approved Apr. 20,1972.1p. * Paper, 5c. 


. & Bo act to amend act of Jan. 8, 1971 (Public law 91-660; 84 Stat. 


967), an act to provide for eo el of Gulf Islands National 
Seashore, in State of Florida and Mississi for recognition of certain 
historic values at Fort San Carlos, Fort edoubt Fort Barrancas, and 
Fort Pickens in Florida, and Fort Massachuset n Mississippi, and for 
other purposes. Approved Apr. 20,1972.1p. * oan. 5e. 


. HJ. Res. 563, joint resolution to authorize President to oy a ne 


of Apr. 1972, as National Arbor Day. Approved 
* Paper, 5c. 


. 8S. 8054, act to amend Manpower development and training act of 1962. 


Approved Apr. 24,1972.1p. * Paper, 5c. 


. H.J. Res. 687, joint resolution to authorize President to Gestgnate £5 Gentes 
. D. 


in June each year as Father’s Day. Approved Apr 
* Paper, 5c. 


. H.R. 9900, act to amend sec. 112 of Internal Revenue Code of 1954 to exclude 


from gross income entire amount of compensation of members of Arm 
Forces of United States and of civilian employees who are prisoners of 
war, missing in action, or in a detained status during Vietnam conflict. 
[Approved pr. 26, 1972.] 2p. * Paper, 5c. 


. H.R. 10844, act to authorize District of Columbia to enter into Interstate 


Compact on Mental Health. [Approved Apr. 26, 1972.] 6p. * Paper, 10c. 


. H.R. 9395, act to authorize Commissioner of District of Columbia to enter 


into agreements with teachers and other employees of Board of Education 
of District of Columbia for purchase of annuity contracts. Approved 
Apr. 26,1972.1p. * Paper, 
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11745 282. S.J. Res. 169, Joint resolution to pay tribute to law enforcement officers of 
this country on Law Day, May 1, 1972. Approved Apr. 26, 1972. 1 p. 


* Paper, 5c. 

11746 283. S. 766, act to authorize disposal of zinc from national stockpile and supple 
mental stockpile. Approved Apr. 26,1972. 1p. * Paper, 5c. 

11747 284. S.J. Res. 218, joint resolution to extend authority os by Export 
administration act of 1969. Approved Apr. 29, 1972. ‘aper, 5c. 

11748 285. S.J. Res. 117, Joint resolution asking President’ of Gnit “states to ‘declare 
4th Saturday of September 1972 a Hunting and Fishing Day. 
Approved May 1, 1972.1 p. * Pape 

11749 286. S. 1989, act to amend title 39, United "states Code, to provide for eg 
of certain star route contracts. Approved May 1, 1972.1 p. *Pa 

11750 287. S. 978, act ene conveyance of certain in lands to University o: Utes: 
and for other Ss Approved May 1, 1972. 1p. * Paper, 5c. 

11751 288. H.R. 8817, act to ther cooperative forestry programs administered by 
Secretary | of Agriculture and for other purposes. Approved May 5, 1972. 
1p 

11752 9. HJ. Res. 1029, joint resolution to authorize President to issue proclamation 

designating month of May of 1972 as ‘National Arthritis Month.” Ap- 

tg May 9,1972.1p. * Paper, 5c. 

Res. 173, joint resolution to prereee for appointment of A. Leon Higgin- 
botham, jr., as citizen regent of Board nee Regents of Smithsonian Institu- 
tion. Approved May 11,1972.1p. *P 
11754 . S.J. Res. ge joint resolution to Ras for appointment of John Paul 

Austin as citizen regent of Board of Regents of Smithsonian Institution. 
Approved May 11, 1972.1 p. * Paper, 5c. 

11755 . J. Res. 175, joint resolution to provide for appointment of Robert Francis 
Goheen as citizen — of Board of Regents of Smithsonian Institution. 
Approved May 11,1972. 1p. * Paper, 5c. 


11753 


ATOMIC ENERGY JOINT COMMITTEE 
Washington, DC 20515 


11756 ABC authorizing legislation fiscal yeer 1973, hearings 92d Oongress, 2d 
session. @ Item 999 
L.C. card 72-601916 Y 4.At 7/2: L 52/978/pt. (nos.) 


pt. 1. General statement, civilian applications of nuclear explosives (Plowshare), 
non-nuclear technology, isotopes development, space propulsion systems, 
and space electric power on ment, Jan. ’26-Feb. 17, 1972. 1972. vi 


+1062+-ili p. il. hd el 
pt. 4. Nuclear els, regulation, ar. 7-9, 1972. vili+ 2303—-3225+1l1 p. i. 


* Paper, $3.75. 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


11757 Beonomics of Federal subsidy programs, compendium of papers; [compiled 
by Jerry J. Kasinowski]. (Joint Committee print, 92d Congress, 2d 
session.) 
pt. 3. Tax subsidies; July 15, 1972. 1972. v+ 245-405 p. * Paper, 65c. @ Item 


L.C. card 72—601989 Y 4.Ec 7: Su 1/4/pt.3 
1972 economic report of the President, hearings, 92d Congress, 2d session. 


11758 pt. 4. Feb. 24-29, 1972. 1073, iv+691-898 p. * Paper, oy [ 
L.C. card 72-601972 4.Ec 7: tne 7/3/972/pta 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


House documents 


Nortse.—All House documents, entries for which are followed by a ¢, may be ob- 
tained from the House Document Room or from the issuing office. 


House documents, 88th Congress. 


11759 110, pt. 2. i ——9- Ay = of American Historical Association : 1962, v. 2] Writ- 
erican history, 1960; compiled by National Historical 
Pu Meations Commission, James R. = editor, Joyce E. 
Bberly, assistant editor. (197 xvi+962 *(Available in de- 
partmental edition, Cloth, SI 4.1:  965/v. 2, and sent to de- 
positories in that form. See ~~ no. 11621.) 
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SerremBer 1972 


House documents, 92d Congress. 
‘ 5th annual report, United States-Japan cooperative medical science 
= program, foe an e from President oF United States. Mar. 9, 1972. 12 
‘ Item 996 
190. Amending Foreign assistance act of 1961, message from the President 
of United States transmitting draft of proposed legislation. Mar. 14, 
1972.6p. t @ Item 996 
192. Manpower report of the President, including report on manpower 
requirements, resources, utilization, and training, transmitted to 
Congress, Mar. 1972. pea! I xv+[5] +284 p. il. 4° [Errata, 1 p 
8° issued also.] *(Available in departmental edition, $2.25, 
1.42/2: 972, and sent to depositories in that form. See Entry no. 
12158.) 
Science and technology, message from the President of United States 
concerning science and technology. Mar. 16, 1872.11 p. t @ Item 


996 

Minority enterprise, message from the President of United States 
relative to minority enterprise. Mar. 20, 1972.5 p. +t @ Item 996 

Hoonah Harbor, Alaska, letter from Chief of Engineers, Army, sub- 
mitting report; Apr. 13, 1972. 1972. xiii+65 p. map il. 4° [Also 
issued in departmental edition and sent to depositories in that form. 
See Entry no. 11980.] ¢ 

State of the Union, message from President of United States relative 
to state of the Union. Jan. 20, 1972. 42 p. * Paper, 20c. @ Item 


996 

Reports to be made to Congress, letter from clerk House of Represen- 
tatives, transmitting list of reports which it is duty of any officer 
or department to make to Congress, pursuant to rule 3, clause 2, of 
rules of House of Represenatives. Jan. 18, 1972. 65 p. + @ Item 


L.C. card 72—601782 

Yearbook of agriculture, 1972 [Landscape for living; Jack Hayes, 
editor]. [1972.] xl+378 R il. [Illustrated lining papers attached to 
front and back covers. Some illustrations are colored. Yearbook 
is made up of signed articles.] *(Available in departmental edi- 
tion, Cloth, $3,50, A 1.10:971, and sent to depositories in that 
form. See Entry no. 11507.) 

Providing procedure for settlement of dispute on Pacific Coast and 
Hawaii among certain shippers and associated employers and cer- 
tain employees, message from President of United States transmit- 
ting draft of proposed legislation. Jan. 24, 1972. 8 p. ¢*+ @ Item 


996 

Importation of marble, travertine, and articles of marble, communi- 
eation from the President of United States transmitting his find- 
ings. Jan. 31,1972.3p. ¢ @ Item 996 

Emergency action to end dock strike, West Coast, message from the 
President of United States requesting emergency action to end 
dock strike on West Coast and future transportation disputes. 

eb. 2,1972.5p. + @ Item 996 

District of Columbia American Revolution bicentennial observance, 
message from President of United States ans plan for 
Federal partnership in bicentennial observance. Feb. 7, 1972. 10 p. 
+ @ Item 996 

Manpower revenue sharing act, message from the President of United 
States urging passage of Manpower revenue sharing act. Feb. 7, 

2.7 + @ Item 996 


Environmental — message from the President of United 
m 
+ 


States transmitting progam for environmental protection. Feb. 8, 
1972. 16 p. @ Item 

Legislation to amend Arms control and disarmament act, communi- 
cations from the President of United States transmitting draft 
of proposed legislation. Feb. 16,1972.2p. + @ Item 

ist annual report on financial condition of airport and airway trust 
fund, communication from Acting Secretary of Treasury transmit- 
ting ist annual report; Mar. 1, 1972. 1972. fli+7 p. ¢ @ Item 


Tables showing apportionment of funds recommended by Department 
of Transportation, letter from Secretary of Transportation trans- 
mtiting set of tables showing apportionment of funds to accompany 
1972 national highway needs report; June 5, 1972. 1972. [7] +21 
p.4¢ ¢ @ Item 996 

Amendments to requests for appropriations for fiscal year 1973 for 
various departments and agencies, communication from the Presi- 
dent of United States transmitting amendments. Apr. 10, 1972. 4 p. 
t @ Item 996 

Annual report for 1971 on activities and accomplishments under 
Communications satellite act of 1962, message from the President 
of United States eee! annual report on activities and 
accomplishment. Apr. 10,1972.10 p. + @ Item 996 

Report on examination of financial statements of Panama Canal Com- 
pany and Canal Zone Government, fiscal years 1971 and 1970, letter 
rom Comptroller General of United States transmitting report; 
May 4, 1972. 1972. [6] +35 p.il.4¢° + @ Item 996 
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299. Proposed amendments ge District of Columbia budget, fiscal year 1973. 
ay 22, 1972. 2 p. @ Item 996 
300. Amendments to appr opriations for Civil Service Commission and 
ar) bn uae pportunity Commission. May 22, 1972. 2 p. 
em 996 
Annual report of National Advisory Council on Adult Education, 
message from the President of United States transmitting annual 
report ; May 22, 1972. 1972. [7]+44p.il.4° + @ Item 996 
1971 annual reports of the 5 river basin commissions, message from 
President of United States transmitting reports ; June 12, 1972. 
{1972.] [192] p.4¢° + @ Item 996 


House reports 


Notz.—For titles of bills which these reports accompany, see Congressional 
record index. 


House reports on private bills, 92d Congress. ¢t House Document Room, 
Capitol. @ Item 1008-B 


250. West Fargo Pioneer and Dale C. Nesemelier. = from Committee on 
Judiciary to accompany H.R. 1762. June 8, 1971. 
Louis A. rbert. pees from Committee on Judielary to accompany H.R. 
2408. June 8, 1971. 4 
Charles Colbath. Repo from Committee on Judiciary to accompany H.R. 
4310. 75. 1971. 3 p. 
Robert J. Beas. Re pert from Committee on Judiciary to accompany H.R 
7871. June 8, 197 
Catherine BE. Spell. 
H.R. 7312. Aug. 4,1 
Viadimir Rodriguez Hebe. Oe op. from Committee on Judiciary to 
accompany H. ore Feb. 7, 197 
For relief of Amparo Coronado Viewda de Pena ont oes three minor 
children: Yolanda Pena, Marisela Pena, and Loren na. Report from 
Committee on Judiciary’ to accompany H.R. 4679. robe 7. 1972. 5 p. 
x 4 Earle Bryan. Re Sp from Committee on Judiciary to accompany 
6201. Feb. 7, 1972. 
821. Matyas ger Report } te Committee on Judiciary to accompany H.R. 
6907. 1972. 16 p. 
822. Adriano Botetho Moniz. Report from Committee on Judiciary to accompany 
.R. 7011. Feb. 7, 1972. 4 p. 
827. Report tren Committee on Judiciary to accompany H.R. 
7641. Feb. 8, 1972. 7p. 
838. —— Aldora sie Dos Reis. sop. from Committee on Judiciary 


poumeeas = R. 6504. Feb. 17, 197 

839. Emilia Ruffolo. rt from Committee on Judiciary to accompany H.R. 
10142. Feb. 17, 1972. 8 p. 

884. Aue Loader and Maurice Loader. Report from Committee on Judiciary to 

y S. 341. Feb. 29, 1972. om 

1120. Wiima Uguilon Koch. Report from Committee on Judiciary to accompany 
H.R. 1 8. June 18, 1972. 6 

1121. Kyong Ok Goodwin (nee Won). t from Committee on Judiciary to 
—— > 9256. June 12, 1972. 5 Dp. 

1136. William aker. Report from Committee on J udiciary to accompany H.R. 
10635. 44% 15, 1972. 5 p. 

1137. Sgt. ag BE Rivers. Report from Committee on Judiciary to accompany 

ELR. 12638. June 15, 1972. 5 p. 


House reports on public bills, 92d Congress. t House Document Room, 
Capitol. @ Item 1008-A 


904. Review and refunding of rail passenger service act. > together with 
dissenting views from Committee on Interstate and Foreign Commerce 
to pr d H.R. 11417. Mar. 8, 1972. 32+-[1] p. 

1037. Salaries of U.S. ma ——. Revert 1 from Committee on Judiciary to accom- 
pany H.R. 7375. y 2, 1972. 

1048. ~~ ey ons ast P of 1972. Geers report to accompany H.R. 9212. 

1068. Consideration of H.R. 14734. papent from Committee on Rules to accompany 
H. Res. 984. May 16, 1972. 1 p. 

1075. pet 3 act entitled Act to provide for disposition of judgment funds now 
on d it to credit of Cheyenne-Arapaho Tribes of Oklahoma, aqgsoves 
Oct. 31, 1967 (81 Stat. 337). Report from a yy Interior and 
Insular Affairs to accompany H.R. 6575. May 22, 1972. 

1076. Providing for disposition of funds aupeopeiee to pay 2 in favor 
of Yavapai Apache Tribe in Indian ms Commission dockets numbered 
22-E and 22-F, and for other purposes. Report from Committee on In- 
terior and Insular Affairs to accompany H.R. 8694. May 22, 1972. 25 p. 

. Providing for disposition of funds a propriaied to pay udgment in favor 
of Havasupai Tribe of Indians in Indian Claims Commission docket num- 
pores 91, and for other purposes. Repost from Committee on Interior and 
ular Affairs to accompany H.R. 9032. May 22, 1972. 13 p. 


Core from Committee on Judiciary to accompany 
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11810 


11811 
11812 
11813 
11814 
11815 
11816 
11817 


11818 


11819 
11820 


11821 


11822 


11823 
11824 


11825 


11826 
11827 
11828 
11829 
11830 
11831 


11832 


11833 


SerremsBer 1972 


. Providing for division and yy of funds appropriated to pay judg- 


ment in favor of Assiniboine Tribes of Fort Peck and Fort Belknap Reser- 
vations, Mont. Report from Committee on Interior and Insular Affairs to 
accompany H.R. 10394. May 22, 1972. 8 p 


. Golden Eagle passport program. Condessnas report to accompany S. 1893. 


June 22, 1972. 8 p. 


5. To further amend Federal civil defense act of 1950, as amended. Report 


from Committee on Armed Services to accompany "H.R. 14538. June 22, 
1972. 12 p. 


70. Amending National school lunch act. Report from 2 10 p on Education 


and Labor to accompany H.R. 14896. June 26, 1972. 


. Eminent domain pool allotments. ares from betowtrentg on Agriculture 


to accompany S. 1545. June 26, 1972. 5 p. 


. Continuing appropriatens, 1973. Report from Committee on Appropriations 


to accompany H.J. Res. 1234. June 26, 1972. 6 p. 


. Making appropriations for Treasury puparcmnent, 1973. Conference report 


to accompany H.R. 15585. June 26, 1972. 6 p. 


75. Department of Agriculture-environmental and consumer protection appro- 


priation bill, 1973. Report from Committee on Appropriations to accom- 
pany H.R. 15690. June 26, 1972. 123 p 


. Defense production act amendments ot 1972. Report from Committee on 


. Authorizing appropriations for Coast Guard 


- apa and Currency Committee to accompany S. 3715. June 26, 1972. 
5 p. 

tp year 1973. Conference 
report to accompany H.R. 13188. June 26, 1972. 


. Ports and waterways safety act of 1972. amet report to accompany 


H.R. 81401. June 26, 1972. 13 p. 


. Salary increases for District-of Columbia police and firemen. Report from 


Committee on District of Columbia to accompany H.R. 15580. June 27, 
1972, 43 p. 


5. National Advisory Commission on Multiple Sclerosis act. Report from 


Committee on Interstate and Foreign Commerce to accompany H.R. 
15475. June 27, 1972. 5 p. 


7. District of Columbia appropriations bill, Ty year 1973. Conference report 
2 p. 


to accompany H.R. 15259. June 27, 1972. 1 


9. Conveyance of surplus property for use as historic monuments. Report 


from Committee on Government Operations to accompany S8. 1152 
June 28, 1972. 16 p. 


>. Amending title 37, United States Code, to provide additional pay for 


1191. 
1192. 


1193. 
1195. 


1196. 
1197. 


1198. 


1199. 


ogy professors at U.S. Military Academy, U.S. Naval Academy, 

S. Air Force Academy, and U.S. Coast Guard Academy. Report from 
ys mec on Armed Services to accompany H.R. 15679. June 28, 1972. 

Dp. 

Authorizing disposal of nickel from national stockpile. Report from Com- 
mittee on Armed Services to accompany S. 3086. June 28, 1972. 7 p. 
Authorizing disposal of lead from national stockpile and cooontnee 
stockpile. Report from Committee on Armed Services to accompany S. 764 

June 28, 1972. 8 p. 

Supplemental appropriation for disaster relief. Report er NS ree on 
Appropriations to accompany H.J. Res. 1238. June 28, . 2p. 

High-speed ground ie To extension. Frvcmbe hy coal to accom- 
pany S. 979. June 28, 1972. 

er 9» delinquency bevel g act. Report from Committee on Education 

Labor to accompany H.R. 15635. June 29, 1972. 27 p. 

somiiae potato futures trading. Report together with dissenting and oppos- 
ing views from Committee on Agriculture to accompany H.R. 7287. 
June 29, 1972. 10 p. 

Amending National traffic and motor vehicle safety act. Report from Com- 
mittee on Interstate and Foreign Commerce to accompany H.R. 15375. 
June 29, 1972. 6 p. 

Amending act of Mar. 2, 1931, to provide that certain proceedings of Italian 
American War Veterans of United States, Inc., shall be printed as House 
document, and for other oe Report from Committee on House 
Administration to accompany 13804. June 29, 1972. 2 p. 


. Amending sec. 906 of title 44, United States Code, to provide copies of daily 


and semimonthly Congressional record to libraries of certain U.S. courts. 
Report from Committee on House Administration to accompany S. 3463. 
June 29, 1972. 2 p. 


‘ ny title 44, United States Code, to authorize Public Printer to desig- 
r 


nate library of highest appellate court in each State as depository library. 
Report from Committee on House Administration to accompany S. 2227. 
June 29, 1972. 2 p. 


202. snpaee title 18, United States Code, to provide for expanded protection 


of foreign officials, and for other purposes. Report from Committee on 
Judiciary to accompany H.R. 10502. June 29, 1972. 24 p. 


203. Comprehensive older Americans services amendments of 1972. Report from 


474-142 O - 72 


Committee on Education and Labor to accompany H.R. 15657. June 29, 
1972. 89 p. 
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Agricuiiure Commitiee, House 
Washington, DC 20515 


11838 United States sugar program; Dec. 31, 1910. 1971. vi+-72 p. il. map (Com- 
mittee print, 91st Congress, 2d session.) * Paper, 40c. 
L.C. card 74-610767 Y 4.Ag 8/1: Su 3/26 


Appropriaiions Committee, House 
Washington, DC 20515 


11839 Agriculture, environmental and consumer protection appropriations for 
973, hearings before Subcommittee on Agriculture, Environmental and 
Consumer Protection, 92d Congress, 2d session. 
pt. 6. Reorganization of Agricultural Research Service, testimony of Members of 
Congress and other interested individuals and organizations. 1972. ii 
+1291+Vvi p. il. @ Item 1011 
L.C. card 72—601963 Y 4.Ap 6/1: Ag 8/973/pt.6 
11840 Department of Defense appropriations for 1973, hearings before subcom- 
mittee, 92d Congress, 2d session. ¢ @ Item 1011 
L.C. card 61-60926 Y 4.Ap 6/1: D 36/5/973/pt. (nos.) 
pt. 3. Secretary of Defense, Chairman, Joint Chiefs of Staff, overall financial 
statement. 1972. ii+ 542+ vi p. 
pt. 6. Military personnel, retired pay, defense, language provisions. 1972. ii+1221 
x p. 
pt. 7. Procurement. 1972. ii+ 1487+ xi p. il. 


11841 Department of Interior and related agencies appropriations for 1973, hear- 
ings before subcommittee, 92d Congress, 2d session. 1972. 
pt. 5. Testimony of Members of Congress and other individuals and organizations. 


ii+579+ivp. + @ Item 1011 
L.C. card 72-—601599 Y 4.Ap 6/1: In 8/6/973/pt.5 


11842 Departments of Labor and Health, Education, and Welfare appropriations 
for 1973, hearings before Subcommittee on Departments of Labor and 
Health, Education, and Welfare Appropriations, 92d Congress, 2d session. 


pt. 5. Social Security Administration, Social and Rehabilitation Service, Office of 
Secretary. 1972. ii+648+viilp.il. + @ Item 1011 
L.C. card 60—60706 Y¥ 4.Ap 6/1: L 11/973/pt.5 

11843 Departments of State, Justice, and Commerce, the judiciary and related 

agencies, appropriations for 1973, hearings before subcommittee, 92d 

Congress, 2d session. + @ Item1011 

L.C. card 72—601778 Y 4.Ap 6/1: St 2/973/pt. (nos. ) 

pt. 3. Department of Commerce. 1972. ii+ 1402+ viii p. 

pt. 4. Related agencies: American Battle Monuments Commission, Arms Con- 
trol and Disarmament Agency, Commission on American Shipbuilding, 
Commission on Civil Rights, Equal Employment Opportunity Commis- 
sion, Federal Maritime Commission, Foreign Claims Settlement Commis- 
sion, International Radio Broadcasting Activities, National Commission 
on Fire Prevention and Control, National Tourism Resources Review 
Commission, Small Business Administration, Special Representative for 
Trade Negotiations, Subversive Activities Control Board, Tariff Commis- 
sion, U.S. Information Agency, testimony of Members of Congress, in- 
terested individuals, and organizations. 1972. ii+ 1032+ vi p. 


11844 District of Columbia appropriations for 1973, hearings before © bcommit- 
tee on District of Columbia Appropriations, 92d Congress, 2d session. 
pt.1. Education, general operating expenses, public safety. 1972. ii+1323+xi 

p.i. ¢ @ Item 1011 
L.C. card 60—60520 Y¥ 4.Ap 6/1: D 63/973/pt.1 

11845 Military construction appropriations for 1973, hearings before subcom- 
mittee, 92d Congress, 2d session. 
pt. 3. Air Force, Defense Agencies, Reserve and Guard. 1972. ii+687+vi p. t¢ 

@ Item 1011 
L.C. card 72—602046 ¥ 4.Ap 6/1: M 59/6/973/pt.3 

11846 Urgent supplemental appropriation bill, 1972, hearings before subcom- 
mittee, 92d Congress, 2d session. 1972. ii+83+iv p. + @ Item 1011 
L.C. ecard 72-602317 Y 4.Ap 6/1: Ap 6/2/972-3 
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Armed Services Commutiitee, House 
Weshington, DC 20515 


*aper, 92d Congress. @ item 1012 Y 4.Ar 5/2 a: 971-72/ (nos.) 
Note.—These papers consist largely of hearings. They are paged continuously 
for binding at the end of session of Congress under title “Hearings before Com- 
mittee on Armed Services of the Louse of Representatives on sundry legislation 
affecting the naval and military estabilshments.” Title page, contents, and index 
are issued for each volume 

11847 59. Full Committee consideration of H.R. 15641, to authorize ceriain construction 
at military installations, and for other purposes, H.R. 15679, to amend 
sec. 203 of title 37, United States Code, to provide additional pay for 
permanent professors at United States Military Academy, United States 
Naval Academy, United States Air Force Academy and United States Coast 
Guard Academy, S. 764, to authorize disposal of lead from national stock- 
pile and supplemental stockpile, and S. 3086, to aniper disposal of 

nickel from national stockpile. June 27, 1972. p. 14665-14722 


Banking and Currency Committee, House 
Washington, DC 20515 


11848 Extension of export administration act of 1969, hearing before Subcom- 
mittee on International Trade, 92d Congress, 2d session, May 30, 1972. 
1972. iv+226 p. + @ Item 1013 
L.C. card 72—602352 Y 4.B 22/1: Ex 7/20 
11849 State taxation of insured banks, full deposit insurance, cashing of Govern- 
ment checks, hearings before Subcommittee on Bank Supervision and 
Insurance, 92d Congress, 2d session, June 19 and 20, 1972. 1972. iii+132-p. 
+ @ Item 1013 
L.C, card 72-602476 Y 4.B 22/1: T 19/8 


District of Columbia Committee, House 
Washington, DC 20515 


11850 Bus subsidy proposals, hearings before Subcommittee on Business, Com- 
merce, and Fiscal Affairs, 92d ~~» 2d session on H.R. 2500 [and] 
H.R. 13019, Mar. 24—Apr. 28, 1972. 1972. v+153 p. + @ Item 1014 
L.C. eard 72-602342 Y 4.D 63/1: B 96 


Education and Labor C emmnittos, House 
Washington, DC 20515 


11851 To amend Older American act of 1965, hearings before Select Subcommittee 
on Education, 92d Congress, 2d session on H.R. 12017 and related bills. 
pt. 2. Mar. 1—Apr. 14, 1972. 1972. vi+ 803-1399 p. [Hearings held in Washington, 

D.C. and Pocatello, Idaho.} + @ Item 1015 
L.C. card 72—-601038 Y 4.Ed 8/1: O11/3/971/pt.2 

11852 Year-round schools, hearing before General Subcommittee on Education, 
92d Congress, 2d session, Apr. 24, 1972. 1972. iv+423 p. il. + @ Item 
1015 Y 4.Ed 8/1: Sch 6/29 


Foreign Affairs Committee, House 
Washington, DC 20515 


11853 International executive agreements, hearing before Subcommittee on Na- 
tional Security, Policy, and Scientific Developments, 92d oxy 2d 
session on 8. 596, H.R. 14365, and H.R. 14647, June 19, 1972. 1972 
iii+29 p. + @ Item 1017 
L.C, card 72-602356 Y4.F 76/1: Ex3 
11854 Sino-Soviet perspective in Middle East, hearing before Subcommittee on 
Near Hast, 92d Congress, 2d session, Apr. 26, 1972. 1972. iii+42 p. f 
@ Item 1017 
L.C. card 72-602128 Y 4.F 76/1: M 58/3 


11855 Termination of hostilities in Indochina, hearings 92d Congress, 2d session 
on committee print of Joint Resolution, May 16-June 1, 1972. 1972. 
iii+145 p. ¢ @ Item 1017 
L.C. card 72-602372 Y4.F 76/1: In 2/8 
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11856 United Nations Relief and Works Agency for Palestine refugees in Near 
East (UNRWA), hearing before Subcommittee on Near East, 92d Con- 
gress, 2d session, Apr. 19, 1972. 1972. iii+46 p. ¢ @ Item 1017 
L.C. card 72-6019385 Y 4.F 76/1: Un7 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. ¢ @ Item 1019 
Y 4.In 8/4: 92—(nos.) 


11857 67. Oversight, methadone maintenance I Buffalo, N.Y., hearing before 
Subcommittee on Public Health and Environment, 92d Congress, 2d session, 
Mar. 23, 1972. 1972. \ shin p. 
L.C. card 72-6023 

69. National Commission an Multiple Sclerosis act, hearing before Subcommittee 

on Public Health and Environment, 92d Congress, 2d session on H.R. 13978 
(and all identical bills), May 23, 1972. 1972. iv+61 p. 
L.C. card 72—602322 

11859 71. National heart, blood vessel, lung, and blood act of 1972, hearings before 
Subcommittee on Public Health and Environment, 92d Congress, 2d session 
on H.R. 12571, H.R. 13715, H.R. 12460, H.R. 13500, S. 3323 (and identical 
bills), Apr. 25 and 26, 1972. 1972. v +326 p. 
L.C. card 72—-602353 


Judiciary Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 92d Congress. ¢ @ Item 1020 
Y¥ 4.J 89/1 : 92-13/pt. (nos. ) 


11860 13. Illegal aliens, hearings before Subcommittee No. 1, 92d Congress, 2d session, 


on illegal aliens. 


L.C. card me «fe 
pt. 4. New York, 10 and 11, 1972. 1972. ili+ 1009-1253 p. i. 


Mar. 
pt. 5. Mar, 22-24, Mors. 1972. ili+1255-1528 p. 


Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 92d Congress. 
11861 44. Mailing of drug samples to Government officials for analysis, hearings before 
Investigations Subcommittee and Subcommittee on Postal Facilities and 
Mail, 92d Congress, 2d session on H.R, 12383, Mar. 9—-May 10, 1972. 1972. 


iv+ 241 + @ Item 1022 
L.C. card 72-602395 Y¥ 4.P 84/10: 92-44 


Public Works Commitice, House 
Washington, DC 205 


[Committee publication] serial, 92d Congress. 
11862 38. Proposed amendments to Uniform relocation assistance and real property 
acquisitions policies act of 1970, hearing before Subcommittee on Roads, 
92d Congress, 2d session on S. 1819 and related bills, June 15, 1972. 1972. 


iv+119 p. ¢t @ Item 1024 
L.C, 72-602468 Y¥ 4.P 96/11 : 92-38 


Science and Astronautics Commitiee, House 
Washington, DC 20515 


[Paper] 92d Congress. 
11863 19. Manned space flight U.S.-Soviet rendezvous and docking, hearing before = 
committee on Manned Space Flight, 92d Congress, 2d session, May 31, 
1972. 1972. ili+-30 p. + @ Item 1025-A 
L.C. card 72—602360 Y 4.8ci 2: 92-2/19 


Ways and Means Committee, House 
Washington, DC 20515 


11564 Legislative activity by certain types of exempt organizations, hearings, 
92d Congress, 2d session on H.R. 13720, May 3-5, 1972. 1972. viii+-317 p. 
+ @ Item 1028 
L.O. card 72-602431 Y¥4.W 36: Or3 
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PRINTING JOINT COMMITTEE 
Washington, DC 20510 


11865 Government depository libraries, present law governing designated de- 
pository libraries. Revised Apr. 1972. 1972, ii+41 p. (Joint committee 
print, 92d Congress, 2d session.) [Includes designated depository list as 
of Apr. 1972.] t @ Item 1004 (all libraries) Y¥ 4.P 98/1: D 44/972 


REDUCTION OF FEDERAL EXPENDITURES JOINT COMMITTEE 
Washington, DC 20510 


11866 1972 budget scorekeeping report (staff report no. 6) pursuant to sec. 601 
of Revenue act of 1941, showing status of 1972 fiscal year Federal 
budget, cumulative to July 22, 1971 with summary presentation. 1971. 
iii+21 p. 4° (Joint committee print, 92d Congress, 1st session.) ft 
Y 4.R 24/4: B 85/2/972/6 


11867 (staff report no. 12) pursuant to sec. 601 of Revenue act of ye 
showing status of 1972 fiscal year Federal budget, cumulative to Dec. 
1971 with summary presentation. 1971. iii+26 p. 4° (Joint covamiinn 
print, 92d Congress, Ist session.) f Y 4.R 24/4: B 85/2/972/12 


11868 —— (staff report no. 13) pursuant to sec. 601 of Revenue act of 1941, show- 

ing status of 1972 fiscal year Federal budget, cumulative to Dec. 17, 1971 

(end of session) with summary presentation. 1971. iii+29 p. 4° (Joint 
committee print, 92d Congress, Ist session.) ft 

Y 4.R 24/4: B 85/2/972/13 


SENATE 
Washington, DC 20510 


Senate documents 


Nortz.—All Senate documents, entries for which are followed by a +, may be 
obtained from the Senate Document Room or from the issuing office. 


Senate documents, 92d Congress. 

11869 62. National Academy of Sciences, National Academy of Engineering, National 
Research Council, annual report, fiscal year 1968—69. Feb. 15, 1972. xv-+ 414 
p. il. * (Available in departmental edition, $2.00, NA 1.1: 969, and sent to 
depositories in that form. See Dntry no. 12198.) 

11870 70. Proposed supplemental appropriation for Department of Interior for fiscal 
year 1972. Apr. 25,1972.2p. ¢ @ Item 996 

11871 . Appropriation request claims and judgments, Apr. 25, 1972.6 p. * @ Item 


9! 

11872 . Proposed supplemental appropriations for Department of Health, Education, 
and Welfare for fiscal year 1972. Apr. 25, 1972.2 p. t+ @ Item 99 

11873 . Proposed “wx ery eo for Senate for Viseal year 1972. May 8, 
1972.3p. ¢+ @I 

11874 . Economics of clean .. 4 summary of analysis, annual report of Administra- 
tor of Environmental Protection Agency to Congress in compliance with 
sec. 26(a) Federal water pollution control act, Sone 1972; June 23, 1972. 
1972. vi+33 p. il. t @ Item 996 


Senate reports 


Notr.—For titles of bills which these reports accompany, see Congressional record 


Senate reports on private bills, 92d Congress. + Senate Document Room, 
Capitol. @ Item 1008-B 
470. Miguelito Ybut Benedicto. Report from Committee on Judiciary to accompany 
H.R. 2706. Nov. 16, 1971. 6 p. 
611. For relief of Willard O. Brown. mapect from Committee on Judiciary to 
accompany 8S. 2359. Feb. 16, 1972. 11 p. 
621. Mrs. Kayo Carvell. Re rt from Committee on Judiciary to accompany 
H.R. 2714. Feb. 17, 1972. 
622. Juanita Savedia Varela. Report from Committee on Judiciary to accompany 
H.R, 2792. Feb. 17, 1972 
624. Josephine Dumpit. Report fren Committee on Judiciary to accompany H.R. 
4319. Feb. 17, 1972. 4 _ 
638. Lloyd B. Earle. Re ©} m Committee on Judiciary to accompany H.R. 
4497. Feb. 23, 197 
. Alexandria Nicholeon. © oport from Committee on Judiciary to accompany 
8S. 3414. June 13, 1972. 
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11902 


11903 


11904 


11905 
11906 


11907 


GOVERNMENT PUBLICATIONS 


Senate reports on private bills, 92d Congress—Continued 


874 


878. 


882. 


887. 


‘ Giuseppe Paul Pinton, Report from Committee on Judiciary to accompany 


S. 2625. June 19, 1972. 11 p. 

Mrs. Gloria Vazquez Herrera. Report from Committee on Judiciary to accom- 
pany H.R. 1974. June 19, 1972. 5 p. 

Lesley Earle Bryan. Report from Committee on Judiciary to accompany H.R. 
6201. July 19, 1972. 4 p. 

Mrs. Josefita Ester Worley. Report from Committee on Judiciary to accom- 
pany 8. 1950. June 19, 1972. 7 p. 

Guido Bellanco. Report from Committee on Judiciary to accompany S. 2562. 
June 19, 1972. 10 p. 


Senate reports on public bills, 92d Congress. + Senate Document Room, 
Capitol. @ Item 1008-A 


507. 


720. 


Economic stabilization act of 1971. Report of Committee on Banking, Hous- 
ing and Urban Affairs to accompany S. 2891 together with individual 

views ; Nov. 20, 1971. 1971. iii+ 30 p. [Corrected print. ] 

Specially adapted housing for disabled veterans. eet from Committee on 
Veterans’ Affairs to accompany S. 3343. Mar. 28, 1972. 5 p. 

Amendments to uniform relocation assistance and real ‘property acquisition 
policies act of 1970. Report from Committee on Government Operations to 
accompany 8S. 1819. Mar. 28, 1972. 13 p. 

Amendment to section 509 of Merchant marine act, 1936. Report from Com 
mittee on Commerce to accompany S. 2684. Mar. 28, 1972. 4 p. 

Authorizing construction, operation, and maintenance of Brantley project, 
New Mexico. Report from Committee on Interior and Insular Affairs to 
accompany 8. 50. Mar. 28, 1972. 8 p. 

Manpower development and training act of 1962. Conference report to ac- 
company 8S. 3054, Mar. 29, 1972. 4 p. 

Authorization of appropriations for continuing work by Secretary o/ Interior 
in Missouri River basin. Report from Committee on Interior and Insular 
Affairs to accompany 8S. 3284. Mar. 29, 1972. 6 p. 

Authorizing appropriations for saline water conversion program for fiscal 
year 1973. Report from Committee on Interior and Insular Affairs to 
accompany H.R. 12749. Mar. 29, 1972. 12 p. 

Second supplemental appropriation bill, 1972. Report from Committee on 
Appropriations to accompany H.R. 14582. Apr. 27, 1972. 90 p. 


. Providing for disposition of funds appropriated to pay judgment in favor 


of Assiniboine tribes of Indians in Indian Claims Commission docket no. 
279—A, and for other purposes. Report from — on Interior and 
Insular Affairs to accompany S. 3230. May 2, 1972. 


. Communicable disease control amendments act of 1972. Report from Com- 


918. 


924. 


926. 


929. 


mittee on Labor and Public Welfare to accompany S. 3442. June 1, 1972. 
29 p. 


. Uniformed services health professions revitalization act of 1972. Report from 


Committee on Armed Services to accompany H.R. 2. June 2, 1972. 25 p. 
Motor carrier reports to Interstate Commerce Commission. Report from 


Committee on Commerce to accompany H.R, 1074. June 2, 1972. 6 p. 


. Flammable fabrics authorization, fiscal year 1973. Report from Committee 


on Commerce to accompany H.R. 5066. June 2, 1972. 3 p. 

Radio Free Europe and Radio Liberty. Report form Committee on Foreign 
Relations to accompany S. 3645. June 12, 1972. 7 p. 

Military mail. Report from Committee on Post Office and Civil Service to 
accompany H.R. 3808. June 14, 1972. 17 p. 

Land use policy and planning assistance act of 1972. Report of Committee 
on Interior and Insular Affairs together with minority and additional 
views to accompany S. 632 ; June 19, 1972. 1972: iii+ 97 p. 

National Science Foundation authorization act of 1972. Report from Com- 
mittee on Labor and Public Welfare to accompany S. 3511. June 22, 1972. 
S6 p. 

Drug listing act of 1972. Report from Committee on Labor and Public Welfare 
to accompany H.R. 9936. June 27, 1972. 10 p. 

Towing vessel licensing bill ag) from Committee on Commerce to accom- 
pany H.R. 6479. June 23, 1972. 8 p 

Benefits of survivors of Supreme Court justices. Report from Committee on 
Judiciary to accompany 8. 2854. June 28, 1972. 7 p. 


Agriculture and Forestry Committee, Senate 
Washington, DC 20510 


11908 Wheat and wheat foods research, education, and promotion act, hearing 
before Subcommittee on Agricultural Research and General Legislation, 
92d Congress, 2d session on 8. 3276, May 4, 1972. 1972. iv+98 p. + 
@ Item 1082 

L.C. card 72-6023884 Y 4.Ag 8/2: W 56/23 
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Appropriations Committee, Senate 
Washington, DC 20510 


11909 Agriculture-environmental and consumer protection appropriations for fis- 
eal year 1973, hearings before subcommittee, 92d Congress, 2d session. 


pt. 1. [Secretary of Agriculture, agencies of the Department, Environmental Pro- 
tection Agency, Farm Credit Administration, Food and Drug Administra- 
— Food and Nutrition Service]. 1972. ii+1353+xxi p. + @ Item 


1 
L.C. card 72—602428 Y 4.Ap 6/2: Ag 8/973/pt.1 


11910 Department of Housing and Urban Development, space, science, veterans, 
and certain other independent agencies appropriations, fiscal year 1973, 
hearings before subcommittee, 92d Congress, 2d session, on H-R. 15098. 
1972. ii+986+-xvi p. il. + @ Item 1083 
L.C. ecard 72-602357 Y 4.Ap 6/2: H 81/2/9738 


11911 District of Columbia appropriations for fiscal year 1973, hearings before 

subcommittee, 92d Congress, 2d session. 1972. + @ Item 1083 
Y 4.Ap 6/2: D 68/973/pt. (nos. ) 

pt. 1. li4+-1-943+ xvii p 
pt. 2. 114-945 1806 +xvil p. il. 

11912 Public works for water, pollution control, and power development and 
Atomic Energy Commission appropriations for fiscal year 1973, hearings 
before subcommittee, 92d Congress, 2d session. + @ Item 1033 
L.C. card 72—-602391 Y 4.Ap 6/2: P 96/3/973/pt. (nos-) 


»99 


pt. 1, v. 2. [Civil functions, Department of Army]. 1972. ii+ 1161-2221 + xxxvii p. 

pt. 2. [Department of Interior, Bureau of Reclamation, Office of Secretary, 
Underground Electric Power Transmission, Bonneville Power Admin- 
istration, Southwestern Power Administration, Southeastern Power 
Administration, Alaska Power Administration : independent offices : 
Tennessee Valley Authority, National Water Commission, Federal 
Power Commission, Water Resources Council, Appalachian Regional 
Commission, Delaware River Basin Commission, Susquehanna River 
Basin Commission]. 1972. 1i+ 1473+ xv p. 

pt. 4, v. 2. [Nondepartmental witnesses]. 11+ 1505—2958-+-xlii p. il. 

pt. 5. [Recall hearings]. 1972. ii+ 337+ ix p. 


Armed Services Committee, Senate 
Washington, DC 20510 


11913 Fiscal year 1973 authorization for military procurement, research and 
development, construction authorization for Safeguard ABM, and active 
duty and selected reserve strengths, hearings, 92d Congress, 2d session, 
on 8.3108. + @ Item 1034 
L.C. card 72-601977 Y 4.Ar5/3: P erp (nos. ) 


pt. 2. Authorizations, Feb. 15-24, 1972. 1972. ii+ 297-1323+ xxxii 
pt. 4. Research and development, Jan, 31-Feb. 29, 1972. 1972. 1 1991- 2631+ 


xxvi p. il. 

11914 Nomination of Thomas H. Moorer, USN, for reappointment as Chairman, 
Joint Chiefs of Staff, hearing, 92d Congress, 2d session on Thomas 
Hinman Moorer, USN, for reappointment as Chairman, Joint Chiefs of 
Staff, for additional term of two years, June 22~—29, 1972. 1972. ii+24 p. 
+ @ Item 1034 
L.C. card 72-602350 Y4.Ar 5/3: M 78/972 


11915 Summary of activities during 1971; Mar. 31, 1972. 1972. vi+64 p. (Com- 
mittee print, 92d Congress, 2d session.) f Y4.Ar 5/3: Ac 8/971 


Banking, Housing, and Urban Affairs Committee, Senate 
Washington, DC 20510 


11916 Clearance and settlement of securities transactions, hearings before Sub- 
committee on Securities, 92d Congress, 2d session on S. 3412, 8. 3297, and 
S. 2551, May 9-11, 1972. 1972. viii+1040 p. + @ Item 1035 
L.C. card 72-602429 Y 4.B 22/3: Se 2/16 
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Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearing] serial, 92d Congress. + @ Item 1041 
Y 4.C 73/2 : 92—(nos. ) 
11917 58. Adequacy of northern New England air service, hearings before Subcommittee 
on cr 92d Congress, ist session, Sept. 9 and 10, 1971. 1972. vi+1361 
. ll. 1 ph 
C. card 72-602427 
11918 61. Utility participation in housing for persons of low and moderate income, 
hearing, 92d a, 2d session on S. 1991, Aug. 2, 1971-—Feb. 16, 1972. 
1972. iv+360 
L.C. card 72602363 


Equal Educational Opportunity, Select Comanittes on, Senate 
Washington, DC 20510 


11919 Selected court decisions relating to equal educational opportunity; Mar. 
1972. 1972. iii+663 p. (Committee print, 92d Congress, 2d session.) 
* Paper, $2.75. 
L.O. card 72-602475 Y 4.Nq 2: C83 


Government Operations Commitlee, Senate 
Washington, DC 20510 


11920 Councils and committees, selection of readings compiled by Subcommittee 
on National Security and International Operations (pursuant to S. Res. 
258, 92d Cong.). 1972. v+46 p. (Committee print, 92d Congress, 2d 
session.) * Paper, 25c. (S/N 5276-1465). 
L.©. card 72-602210 Y¥4.G 74/6: C 83 


Judiciary Commitioc, Senate 
ington, DC 20510 


11921 Lowering voting age to 18, fifty-State survey of costs and other problems of 
dual-age voting, report of Constitutional Amendments Subcommittee, by 
Birch Bayh; Feb. 1971. 1971. iii+49 p. (Committee print, 92d Congress, 
ist session.) * Paper, 25c. 
L.C. card 76-611979 Y¥4.J 89/2: V 94/4 


11922 Report of subcommittee to investigate administration of Internal security 
act and other internal security laws, for fiscal year ending Feb. 29, 
1972; Mar. 1972. 1972. iii+29+-v p. (Committee print, 92d Congress, 2d 
session.) * Paper, 20c. Y 4.J 89/2: In 8/4/972 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


11923 Comprehensive manpower reform, 1972, hearings before Subcommittee on 
EHmployment, Manpower, and Poverty, 92d enme = Seni 
pt. 2. Mar. 14 and 15, 1972. iv+509-926 p.il. ¢ @ Item 
L.C. card 72—-602172 Yy4 Lins: M 31/16/972/pt.2 
11924 Research in aging, 1972, hearings before Subcommittee on Aging, 92d Con- 
gress, 2d session on S. 887, S. 1925, [and] S. 2934, Mar. 3 [and] 4, 1972. 
1972. vi+222 p. il. [Hearings held in San Francisco and Los Angeles, 


Calif.] + @ Item 1043 
L.C, card 72-602344 Y¥ 4.L 11/2: Ag 4/6/972 


Post Office and Civil Service Committee, Senate 
Washington, DC 20510 


11925 Federal executive service, hearing, 92d Congress, Ist session on S. 1682, 


May 10, 1971. 1972. iii+86 p. + @ Item 1044 
L.O. card 72-602101 Y¥4.P 84/11: Ex 3/2 
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Small Business, Select Committee on, Senate 
Washington, DC 20510 


Effects of Wholesome meat act of 1967 upon small business, study of one 
industry’s economic problems resulting from environmental-consumer 
legislation prepared by Small Business Administration ; Sept. 16, 1971. 
1971. xiv-+168 p. (Committee print, 92d Congress, 1st session.) * Paper, 
70c. (S/N 5270-1195). 

L.C. card 72-614882 Y 4.Sm 1/2: M 46/2 


Federal paperwork burden, hearings before Subcommittee on Government 
Regulation, 92d Congress, 2d session. 


pt. 1. May 2-May 5, 1972. 1972. iv+1-523 P- fl. [Hearings held in Chicago, IIL, 
Reston. Mass. and Concord, N.H. ] Paper, $2.25. a Item 1049 
C. card 72-602469 4.8m 1/2: P 19/pt.1 


Veterans’ Affairs Committee, Senate 
Washington, DC 20510 


Servicemen’s group life insurance for cadets and midshipmen, hearing, 92d 
Congress, 2d session on H.R. 9096, May 17, 1972. 1972. iii+125 p. f 
@ Item 1046-A 
L.O. card 72-602892 Y4V 64/4: Se6 


CONSUMER AND MARKETING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Norge.—See also Agricultural Marketing Service. The name of Consumer and 
Mapheting Service was changed to Agricultural Marketing Service, effective Apr. 2, 


oo (series). 


. Fresh fruit and vegetable unloads in — oe by commodities, States 
and months, calendar year 1971. Mar. 1 143 Ay (Fruit and Vegetable 
Division, Market News Branch.) f¢ o Tees A 88.40/2: 3/971 


COOPERATIVE STATE RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


CSRS (series). 


15-7. Funds for research at state agricultural renal et stations and other state 
institutions, 1971. Jan. 1972. [1] +24 t A 94.10: 15-7 


COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


Catalog of copyright entries, 3d series, v.24. * Paper, $50.00 a yr. (includ- 
ing semiannual issues of pts. 1-18) ; $12.50 additional for foreign mailing. 
pt. 2. Periodicals, Jan.—Dec. 1960. 1972. vili+[1]+514 p. 4° * Paper, $5.00; 

$1.25 additional for foreign mailing. @ Item 793 LC3. 6/8: ¥. 24/pt. 2 

74th annual report of Register of Cepyrights for fiscal year ending June 30, 

1971. 1972. [4]+-26 p. 4° [Reprinted from annual report of Librarian of 

Congress. Includes list of Copyright Office publications.] ¢ LC3.1:971 


COUNCIL ON ECONOMIC ADVISORS, Executive Office of 
the President, Washington, DC 20506 


Domestic economic developments and our role in world economy, remarks 
by Paul W. McCracken, Chairman, Council of Bconomic Advisers, before 
International Heonomic Forum, Chicago, Ill., May 8, 1971. [1971.] 18 p. 
2 fT Prbx 6.9: M 13/3 


11934 Beonomic growth and efficient use of energy resources, remarks of Hen- 
drik S. Houthakker, member, Council of Economic Advisers, at 7th Mid- 
Pacific Gas Marketing Conference, Honolulu, Hawaii, May 5, 1971. 
[1971.] 15p.4° + Prblx 6.9: H 81/8 
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11935 $1065 billion as goal and forecast, remarks of Herbert Stein, member, Coun- 
cil of Economie Advisers, at National Agricultural Outlook Conference, 


Department of Agriculture, Feb. 23, 1971. [1971.] 17 p. 4° f 
PrEx 6.9: 8t3 


CUSTOMS BUREAU, Treasury Dept. 
Washington, DC 20226 


11936 138th set revised pages to Customs regulations through Apr. 19, 1972. 1972. 
[14] p. 4° [Includes amendments made by Treasury decisions 72-76 
through 72-98. Issued in looseleaf form.] * Paper, $13.00 (including 
basic book and revised pages for an indefinite period) ; $3.50 additional 
for foreign mailing. @ Item 948-A T 17.9: 971/rev.pages 138 


11937 United States customs hints for visitors (nonresidents). [1972.] [2] p. il. 
oblong 8° folded into narrow 8° size. * Paper, $6.75 per 100; single copy, 
10c. (S/N 4802-0028). @ Item 950 T 17.2: C 96/5/9772 


DEFENSE CIVIL PREPAREDNESS ge (Army), Defense Dept. 
Washington, DC 2030 


Notg.—See also Civil Defense Office. The name of Civ il Defense Office was changed 
to Defense Civil Preparedness Agency, effective May 5, 1972. 
[Handbook] H (series). 
11938 14—B. In time of emergency, citizen’s handbook on disasters. May 1972. poser title, 


iv+41 p. il. [Text on p. 2 and 3 of cover.] t @ Item 857—D-1 
D119. S/2: 14-B 


DEFENSE COMMUNICATIONS AGENCY, Defense Dept. 
Arlington, VA 22204 


National Military Command System information processing system 360 
formatted file system (NIPS 360 FFS): User’s manual. (National Mili- 
tary Command System Center, [Computer system manual] CSM UM 
15B-6B.) [Issued with perforations.] @ Item 315-D-1 

D 5.109: Us 2/v. (nos.) 
11939 v. 1. Introduction to file concepts, July 1, 1971, Change 1. [57] p.4° * Paper, 60c. 
11940 v. 7. Utility support (UT), July 1, 1971, Change 1. Feb. 1, 1972. [26] p. 4° 
* Paper, 25c. (S/N 0805-00: 26). 
11941 v. 9. Error codes, July 1, 1971, Change 1. Feb. 1, 1972. [144] p. 4° * Paper, 
$1.25. (S/N 0805-0028). 


DEFENSE DEPARTMENT 
Washington, DC 20301 


2 Annual historical summary: Defense Contract Administration Services 
Region, Cleveland, July 1, 1970-June 30, 1971. [1972.] cover title, vii 
+[{1]+53 leaves 4° (RCS-DD-DSA(A)216(L); Defense Supply 
Agency.) t D 7.1/4: C 59/970-71 


11943 —__— Defense Contract Administration Services Region, St. Louis, July 1, 
1970-June 30, 1971. [1972.] [2]+iii+30 leaves il. 4° (RCS-—DD-DSA 
(A)216(L) ; [Defense Supply Agency].) ft D 7.1/4: Sa 2 1/970-71 


11944 ___ Defense Depot Ogden, Ogden, Utah, July 1, 1970—June 30, 1971. [1972.] 
{1]+iii+20 p. 6 pl. 4" (RCS DD-DSA(A)216 (L); [Defense Supply 
Agency].) [Some pages printed as leaves.] ft D 7.1/7 : Og 2/970-71 


Cataloging manual M (series), (Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations. ] 


11945 1—2. Federal manual for ar Paty cataloging: Chap. 2, Item identification. May 
1972. cover title, [121 4° [Supersedes AR 708- ~*~ gu 1967.) 
* Paper, $1.25. @ Item 3 4-A 7.6 6/8 3:1-2/7 
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11946 Correspondence courses offered by participating colleges and universities 
(PC&U) through United States Armed Forces Institute. [1972.] cover 
title, [1]+324 p. 4° (1322.2-C2.) [Effective July 1, 1972—June 30, 1973. 
Supersedes issue of July 1, 1971-June 30, 1972.] $~ D41.10/6: 972-73 


11947 Federal item identification guide: Anodes, June 5, 1970, Change 3. June 27, 
1972. [14]] p. 4° (FIIG A252; Defense Supply Agency, Defense Logis- 
tics Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 15c. @ Item 314-A D 7.6/4: An 7/ch.3 


11948 ___ Capacitor-resistor, May 21, 1971. Change 1. June 30, 1972. [20] p. 
il. 4° (FIIG A 135; Defense Supply Agency, Defense Logistics Services 
Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 20c. 
@ Item 314-A D 7.6/4: C17/7/eh.1 


11949 ___ Coveralls, pajamas, and suits, May 28, 1971, Change 1. May 19, 1972. 
[25] p. 4° (INTERIM FIIG T169; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 25c. @ Item 314-A D 7.6/4: C 83/6/ch.1 


11950 —_ Projectiles, Apr. 30, 1971, Change 1. June 29, 1972. [20] p. 4° (FIIG 
A354; Defense Supply Agency, Defense Logistics Services Center, Bat- 
tle Creek, Mich.) [Issued with perforations.] * Paper, 20c. @ Item 
314-A D 7.6/4: P 94/3/ch.1 


11951 ——- Underwater sound equipment, Apr. 23, 1971, Change 1. Apr. 17, 1972. 
[7] p. 4° (INTERIM FIIG T 212; Defense Supply Agency, Defense 
Logistics Services Center, Battle Creek, Mich.) [Issued with perfora- 
tions.] * Paper, 10c. @ Item 314-A D 7.6/4: Un 2/ch.1 


11952 How to buy surplus personal property from Department of Defense; 
{prepared by] Defense Logistics Services Center, Battle Creek, Mich. 
May 1972. cover title, 26 p. il. narrow 8° * Paper, 25c. (S/N 0807-1926). 
@ Item 314-A D 7.2: P 94/4/972 


Military standard MIL-STD (series). [Issued with perforations.] ft 
@ Item 314-J D 7.10: (nos. ) 


11953 202D. Test methods for electronic and electrical component 
parts, Notice 2, May 10, 1972. [1972.] [1]+2 p. 4° 
(Project MISC—0829.) 

11954 1399 (NAVY), sec. 301. Interface standard for shipboard systems, sec. 301: Ship 
een ai and ‘ae Feb. 17, 1972. iv+8+[2] p. il, 4° 
( 

11955 1488. Provisions 7 ae ee 303186). trousers, Notice 2. 
Apr. 7, 1972. 3 p. 4° 

11956 1504 (USAF). Abrasive blasting. i, 23, 1972. ili+4 p. 4° (FSC 
MFFP.) [Supersedes Dwg 63A31487. 


ECONOMIC DEVELOPMENT ADMINISTRATION, Commerce Dept. 
Washington, DC 30 


11957 Research review. Winter, 1972. v+77 p. il. 4° ([EDA-OER-72-002; 
Office of Economic Research.]) + Paper, $1.00. @ Item 130-M 
© 46.26 : 972 


ECONOMIC OPPORTUNITY OFFICE, Executive Office of 
the President, Washington, DC 20506 


OEO pamphlet. 


11958 1405-11. OKO touches your life. Da ee June 1972.] (167s) ine [18] p. il. narrow 
8° + @ Item 857— x 10.23: 1405-11/2 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


Foreign agricultural economic report. 


11959 80. Australia, et potential of grain and livestock sectors [with pes erenny H 
by Reed Friend and others]. [May 1972.] cover title, xlii+15 “Rot . 40 
[Abstract on p. 2 of cover.] * Paper, $1.25. @ Item 42-B A 27 : 80 
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EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


11960 Bridging public-nonpublic school gap; [by Don Sweeney]. June 1972. [9] 
p. il. 4° ({DHEW publication (OE) 72-180.]) [Reprinted from Ameri- 

can education, June 1972.] * Paper, 15c. @ Item 460—A-20 
HE 5.220 : 20204 


11961 Pligible institutions guaranteed student loan program, Higher education 
act of 1965, as amended. Apr. 1972. [3]+139 p. 4° (DHEW publication 
(OB) 72-174; Bureau of Higher Education, Division of Insured Loans.) 
* Paper, $1.25 (S/N 1780-1008). @ Item 460-A-55 HE 5.255: 55059-72 


Federal policy and educational technology [address] by S. P. Marland, jr., 
U.S. Commissioner of Education, before annual meeting of Education 
Commission of the States, Los Angeles, Calif., May 18, 1972. [1972.] 15 
leaves, 4° + HE 5.8: M 34/33 


11963 Israel, model of educational achievement [address] by S. P. Marland, jr., 
U.S. Commissioner of Education, before National Academy of Education, 
Washington, D.C., May 4, 1972. [1972.] 11 leaves, 4° ¢ HE5.8: M 34/32 


Model programs, compensatory education: More effective schools program, 
New York, N.Y. 1972. [2]+8 p. oblong 24° (DHEW publication (OE) 
72-87; [National Center for Educational Communication].) * Paper, 
15e. @ Item 460-A-37 HE 5.237 : 37088 


11965 —— Project Conquest, East St. Louis, Ili. 1972. [3]+17 p. oblong 24° 
(DHEW publication (OE) 72-76.) *Paper, 20c. (S/N 1780-0938). 
@ Item 460—-A-37 HE 5.237 : 37077 


—— Project Early Push, Buffalo, N.Y. [1972.] [3]+9 p. oblong 24° 
(DHEW publication (OE) 72-89; [National Center for Educational 
Communication].) * Paper, 15c. (S/N 1780-0937). @ Item 460—A-37 

HE 5.237 : 37090 


11967 Need for career education [address] by S. P. Marland, jr., U.S. Commis- 
sioner of Education, before Career Education Workshop, New York City, 
Apr. 5, 1972. [1972.] 13 leaves, 4° 7 HE 5.8: M 34/31 


PREP [putting research into educational practice] report. 

11968 32. Job placement and followup of secondary school vocational education students 
{with selected bibliography]; by Melvin Dee Miller and Wesley Eugene 
Budke. [1972.] [1] +64 p. 4° (DHEW publication (OE) 72-9; National 
Center for Educational Communication.) [Issued with perforations.] 
* Paper, 70c. @ Item 461-C HE 5.89 : 32 
11969 Preprimary enrollment, Oct. 1971; by Linda A. Barker. [1972.] v+30 p. il. 
4° (DHEW publication (OE) 72-197; National Center for Educational 
Statistics.) [Text on p. 2 and 8 cover. At head of title on cover: Elemen- 

tary and secondary education.] * Paper,45c. @ Item 460—A-20 
L.C. card 72-602471 HE 5.220 : 20079-71 


11970 Sources of funding for outdoor education; by Irwin Rosenstein. Nov. 1971. 
[3]+32 p. 4° (Educational Resources Information Center (ERIC), 
Clearinghouse on Rural Education and Small Schools (CRESS), New 
Mexico State University, Las Cruces, N. Mex.) + @ Item 461 (Rev. 
1965 ) HE 5.2: F 96/3 


Summary of perspectives of adult education in United States and projec- 
tion for future, report for 3d International Conference on Adult Edu- 
cation, sponsored by United Nations Educational Scientific and Cultural 
Organization, Tokyo, Japan, July 25—-Aug. 7, 1972. [1972.] [2]+83 p. 4° 
(DHEW publication (OE) 72-202.) [Japanese and English.] * Paper, 
45c. (S/N 1780-1069). @ Item 460—A-13 HE 5.213 : 13043 
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11972 Teaching and research staff by academic field in institutions of higher 
education, fall 1968; by Eugene E. Hixson and Edith M. Huddleston. 
(1972.] v+37 p. il. 4° (DHEW publication (OE) 72-125; National 
Center for Educational Statistics.) [At head of title on cover: Higher 
education.] * Paper, 50c. @ Item 460-A-53 HE 5.2538 : 53001 


EMERGENCY PREPAREDNESS OFFICE, Executive Office of 
the President, Washington, DC 20504 


OEP circular. 
4000.7C. Federal disaster assistance x handbook [with list of references]. 
July 1972. viii+36 p. i t PrEx 4.4: 4000.7 C 


EMPLOYEES’ COMPENSATION APPEALS BOARD, Labor Dept. 
Washington, DC 20210 


11974 Decisions of Employees’ Compensation Appeals Board, v. 22, July 1, 1970- 
June 30, 1971. 1972. ix+341 p. [Cite as 22 ECAB.] * Paper, $1.75. 
@ Item 749-B L 28.9 : 22 


ENGINEERS CORPS (Army), Defense Dept. 


oTr.—Orders or requests for items listed below which are not sold by the Super- 
ental of Documents should be sent to the preparing and issuing office indicated. 
Address requests to the U.S. Army Corps of Engineers and add the city and State 
shown. Items shown as initiated and issued by the Chief of =~ should be sent 
to: Office of ae of Engineers, Publications Depot, 890 South Pickett Street, 
Alexandria, VA 22304. 


Army Engineer Division, North Pacific : Technical report. 

90-1. John Day Dam, ag River, Oreg. and Wash., hydraulic motel investi- 
gations ; by R. L. Johnson [and ] L. Z. Perkins. ‘June 1972. [278] p. il, 4° 
(Division Hydraulic Laboratory.) [Sponsored by U.S. = yy x] 
District, Walla Walla.] ft ng, 


Cold Regions Research and Engineering Laboratory, aie N.H.: Re- 


search report. 

301. a indicators of Arctic biological and environmental activities [with 
lists of references cited; by] Brent McCown [and others]. Apr. 1972. 
lii+26 p. il. 4° [DA TAS 44061101A91D03.] t D 103.33/3: 301 


—— Special report. 
170. Peaiainery investigations of petroleum nsipiiiace. Baipes: Fairbanks military 
pipeline, Alaska; [by] Warren DB ard and ederick Deneke, Apr. 


1972. iti+ 23 p. il. 4° [Prepared ky Army Saeak Office, Life Sciences 
Division, DA project 2N061102B71D.] ft D 103.33/2: 170 
11978 Floods, how to avoid damage: Ohio River, in Hancock County, Ky. [Aug. 
1971.] [2] p. il. oblong f° folded into narrow 8° size. [Prepared from data 

in Flood plain information, Ohio River, Hancock County, Ky.] tf 
D 103.47/2: H 19 


11979 
from data in Flood plain information, Slidell, La.] ¢ D103.47/2:S13 


11980 Hoonah Harbor, Alaska, letter from Chief of Engineers, Army, submitting 
report ; Apr. 18, 1972. 1972. xiii+-65 p. il. map 4° [Also issued as House 
doc. 200, 92d Cong. 2d session.] { @ Item 334-A D 108.22: H 76 


Wastewater management report. 
72-1. Assessment of effectiveness and effects of land disposal methodologies of 
wastewater management [with list of literature cited] ; 5 Charles H. 
Driver [and others]. Jan. 14, ag ty’ te PU, Pp. 4° [Final 
report in fulfillment of contracts D Goss by Univer- 
sity of Washington, Seattle, Wash. Next on p. 2 of cover) + @ Item 
343-A-3 103.60 : 72-1 


Waterways Experiment Station. 

Nots.—Unless otherwise indicated, publications of < Waterpaye Experiment Sta- 
tion may be ordered from Corps of Engineers, U.S. Army, Waterways Experiment 
Station, Vicksburg, Miss. (price upon application). 
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Waterways Experiment Station: Miscellaneous papers. 
D 108.24/4 : (letters—nos. ) 

11982 C-—72-12. Effect of method of preparation of ends of concrete cylinders for testing ; 

K. L. Saucier. Army-MRC Vicksburg, Miss., Apr. 1972. [1}+x+ 
alt) Fe il. 4° [Sponsored by Office, Chief of Engineers, Army. 
Project 622.8] 

11983 -—§. Practice guidance io estimating and eats erosion + culvert 
outlets [with list of literature cited]; by B. P. Pletcher, J. L. Grace, 
jr. Army-MRC, Vicksburg, Miss., May ete i11+12+ [30] Pp. fl. 4° 

11984 y . Engineer design tests of dust- control materials and ome viel equip- 
ment; by M. M. Culpepper, W. A. Wilvert. Army-MRC, Vicksburg, 
Miss., June 1972. xi+29+[14] p. il. 4° [Project 1G664-717DH01. 
Prepared in cooperation with Army Mobility Equipment Research and 
Development Center, Fort Belvoir, Va. and sponsored by Army 
Materiel Command.] 

11985 2 . Evaluation of yA items for XM18 and XM19 [with list of litera- 
ture re by G. L. Carr. Army-MRC Vicksburg, Miss., May 1972. 
[188] 4° [Sponsored by Army Materiel Command, Project 
1G664717DH01, task 10.] 


Waterways Experiment Station: Technical reports. D 108.24/2: (nos. ) 

11986 6-553. Investigation of performance of concrete and concreting materials 
exposed to natural weathering: v. 1, Active investigations, June 
1960, Supplements, corrections, and revisions, distribution 10. 
Jan. 1972. [147] p. il. 4° [Issued in looseleaf form.] 

11987 -69—6. Effects of duration of moist curing on concrete made with blended 
cements or pozzolans: Report 2, Laboratory investigations of 
6-in. aggregate concrete [with list of literature cited] ; by W. O. 
Tynes. Army—MRC Vicksburg, Miss., Apr. 1972. xi+11+ [10] 
p. il. 4° [Sponsored by Office, Chief of Engineers, Army. Project 
Engineering studies item 620.] 

11988 72-—2/rp.1. Grays Harbor estuary, Wash.: rp. 1, Verification and base tests, 
hydraulic model investigation ; by N. J. Brogdon, jr. Army—MRC 
Vicksburg, Miss., Apr. 1972. [284] p. il. 4° [Sponsored by U.S. 
Army Engineer District, Seattle.] 

11989 2-3. Navigation conditions in Little Rock Reach, Arkansas River, hy- 
draulic model investigation ; by J. J. Franco [and] L. J. Shows, 
Army-—MRC Vicksburg, Miss., Apr. 1972. [110] p. il. 4° [Spon- 
sored by U.S. Army Engineer District, Little Rock.] 

11990 —1. Dynamics of wheeled vehicles: Report 4, Statistical analysis of 
obstacle-vehicle-speed systems [with list of literature cited] ; by 
G. G. Switzer. Army—MRC Vicksburg, Miss., Mar. 1972. [70] p. il. 
4° [Project 1T062103A046, task 03. Sponsored by U.S. Army 
Materiel Command. ] 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


Environmental bibliography. [1972.] 16 p. narrow 8° (([Editorial Research 
Section, Office of Public Affairs.]) * Paper, $11.25 per 100; single copy, 
15c. (S/N 5500-0058). @ Item 431-I-9 HP 1.21: En8 


Environmental quality sensor workshop, proceedings, Nov. 30—Dec. 2, 1971, 
Western Environmental Research Laboratory, Las Vegas, Nev. [with 
bibliographies]. Jan. 10, 1972. [270] p. il. 4° * Paper, $2.00. © Item 
431-I-1 
L.C. card 72-602448 HP 1.2: Se5 

11993 Life, pass it on, President’s environmental merit awards program. [1972.] 
[8] p. il. 4° [Some illustrations are colored.] ft EP 1.2: L 62 


11994 New technologies in solid waste management; [by Clyde J. Dial]. [1972.] 
18 p. narrow 8 ¢ @ Item 431-I-1 EP 12: So4 


11995 Remarks by John R. Quarles, jr., Assistant Administrator for Enforcement 
and General Counsel, to Edison Electric Institute’s 8th biennial financial 
conference, May 16, 1972, Miami, Fla. [1972.] [1]+12 p.4° (EPA form 
1510-1 (6-71).) ¢ @ Item 481-I-6 EP 1.10: Qu2 


Solid waste management series SW-(series). 


58.15. Solid waste ma ment, list ¢ available literature. July 1972. ate p. 4° 
* Paper, 50c. Item 431-I-7 58.15 
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Water pollution control research series. @ Item 473-A-1 EP 1.16 : (nos.) 
FDC 01/72. Sereening/flotation treatment of combined sewer overflows 
— eee 4 with * ibliographies] ; by [Donald G. Mason, Mahendra 
Gupta], Ecology Division, Rex Chainbelt Inc., Mil- 
waukee, Wis. Jan. 1972. viii+172+[1] p. il. 4° (Office 
of Research and Monitoring.) [Contract 14-12-40.] 
* Paper, $1.50. 
L.C. card 72—602438 
DUY 03/72. Investigation of porous pavements for urban runoff control 
[with list of references] ; by Edmund Thelen [and others], 
Franklin Institute Research Laboratories, Philadelphia. 
Pa. Mar. 1972. vii+142+[1] p. il. 4° (Research an 
Monitoring.) [Contract 14--12-924.] * Paper, $1.25. 
L.C. card 72—602383 
FYE 01/72. Pesticide manufacturing industry-current waste treatment 
and disposal practices [with list of references] ; by Pat- 
rick R. Atkins, University of Texas, Austin, x. Jan. 
1972. xi+ 185+ [1] p. il, 4° (Office of Research and 
Monitoring.) a $1.50. 
L.C. card 72—60235 
FYF 08/72. Pluidized-bed incineration of selected carbonaceous indus- 
trial wastes [with bibliography] ; by (T. L. Tewksbury 
and others], Battelle Laboratories, Columbus, Ohio. Mar. 


1972. vili+88+{[1] p. i. 4° (Office of Research and 
Monitoring.) [Prepared for State of Ohio Department of 
Natural Resources. ] . 
L.C. card 72-602477 

DOE 04/72. Nitrate in unsaturated zone under agricultural lands [with 
list of references]; by P. F. Pratt. Apr. 1972. vii+45 
+[1] p. il 4° (Research and Monitoring.) * Paper, 
55: 


* Paper, $1.00. 


ic. 
L.C. card 72—602420 
HTD 03/72. Mercury pollution control in streams and lane sediments 
{with list of references] ; by James D. Suggs, Donald H. 
Petersen, James B. Middlebrook, jr., Advanced Technolo 
Center, Inc., Dallas, Tex. Mar. 1972. vii+38-+-[1] p. il. 4° 
(Office of search and Monitoring.) [Contract 68—01-— 
0086.) * Paper, 50c. 
L.C. card 72—602437 
HUB 04/72. Waste wool as a scavenger for mercury pollution in waters 
{with list of references] ; oe h P. Tratnyek, Arthur 
D. Little, Inc., Cambridge, 88. x. 1972. vii+49+ [1] 
(Office of Research and Monitoring.) [Contract 
1 * Paper, 60c. 
L.C. card 72—602434 
HVA 01/72. Sand and gravel overlay for control of mercury in sediments 
{wee list of eg by Leonard H. Bongers and 
ohammed N. Khattak, search Institute for Advanced 
Md, Jan. 1972. vii+45+ [1] p. il. 4° 
and Monitoring.) [Contract 68—-01—0089.] * Paper, 55c. 
L.C. card 72-6024 
DDY 12/71. Literature search and critical analysis of biological trickling 
filter, studies, v. 1.; by Functional Products and Systems 
Department, Dow Chemical Company, Midland, Mich. 
Dec. 1971 [published 1972.] vii+341+ [1] p. il. (Office 
of Research and Monitoring.) [Contract 14—-12-474.] 
* Paper, $2.50. 
DDY 12/71. Literature search and critical analysis of biological trick- 
ling filter studies, v. 2; by Functional Products and Sys- 
tment, Chemical Co., Midland, Mich. 
, published 1972]. v+361 p. 4° (Office of Re 
we and Monitoring.) [Contract 14—12-474.] * Paper, 
FQJ 09/71. Biological concepts for design and operation of activated 
one process [with list of references]; by Anthony F. 
Gaudy, jr., and Elizabeth T. Gaudy, Bioenvironmental 
Engineering Laboratories, School Civil Engineering & 
Microbiology Department, Oklahoma State University, 
Stillwater, Okla. Sept. 1971. Sept. 1971. xii+ 154+ 1} p. 
il. 4° (Office of Research and Monitoring.) ‘aper, 


-25. 
C. card 72-602439 
12008 [This entry number not used] 


FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


12009 Address by Dean Burch, Chairman, Federal Communications Commission, 
before National Association of Broadcasters, Chicago, Ill., Apr. 12, 1972. 
[1972.] [114+8p.4° +¢ ; OO 1.15: B 89/10 
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FEDERAL HIGHWAY ADMINISTRATION, Transportation Dept. 
Washington, DC 591 


12010 Career with FHWA, typist and stenographers. [Feb. 1972.] 15 p. il. narrow 
8° ([Office of Personnel and Training.]) f TD 2.2: T98 


12011 National Highway Institute, informational guide for development and ad- 
ministration of programs of education and training for personnel of 
Federal, State and local highway agencies. Jan. 1, 1972. [66] p. 4° ft 

TD 2.8: In7 


12012 Tables showing progress of Federal aid and allied highway programs, ad- 
ministered by Federal Highway Administration, fiscal year 1971. [1972.] 
33 p. 4° ¢t TD 2.2: F31/2/971 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


12013 Four facets of asset diversification [address] by Preston Martin, Chairman, 
Federal Home Loan Bank Board [before] annual stockholders meeting, 
Federal Home Loan Bank of Des Moines, Kansas City, Mo., May 11, 
1972. [1972.] [1]+9 p. 4° fF FHL 1.23: M 36/16 
12014 1970: Pt. 1, FHLB System S & LA’s combined financial statements ; pt. 2, 
Savings and home financing source book. [May 1971.] cover title, 72 
+49+ [3] p.il.4° [Pages 70-72 left blank for notes.] + 
FHL 1.12/2: 970 


FEDERAL MARITIME COMMISSION 
Washington, DC 20573 


SP (series). f FMC 1.9: 72—(nos.) 


12015 72-10. Remarks by Helen Delich Bentley, Chairman, Federal Maritime Commis- 
sion, on the occasion of the dedication ceremonies Texas Maritime Acad- 
emy, Mitchell Campus, Galveston, Tex., May 5, 1972. 1972. 8 p. 4° 

12016 72-11. Remarks of George H. Hearn of Federal Maritime Commission to Inter- 
modal Transport Seminar of Port of Houston Authority, Houston 
Chamber of Commerce, and Houston World Trade Club, Houston World 
Trade Club, Houston, Tex., May 17, 1972. 1972. 7 p. 4° 

12017 72-12. Remarks by Helen Delich Bentley, Chairman, Federal Maritime Commis- 
sion, before Fertilizer Institute, "2d International + “eee Conference, 
White Sulphur Springs, W. Va., June 12, 1972. 6 p. 4 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


FPC-S-—(series). 
12018 217. Sales by producers of natural gas to interstate pipeline companies, 1970; 
or A, | Office of Accounting and Finance]. Feb. 1972. xxii+ [1] + 501 
aper, $3.75. @ Item 440 FP 1.21: 217 


FEDERAL RAILROAD ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


12019 Published reports by Office of High Speed Ground Transportation. June 
1971. [54] p. 4° (FRA-RT-71-80.) [Includes selected reports by Office 
of Policy Planning, and by Northeast Corridor Transportation Proj- 
ect.] ¢f TD 3.12: H 58/2/9771 

12020 Published reports by Rail Technology Division. June 1971. [2]+11 p. 4° 
(FRA-RT-71-79.) [Includes selected reports by Office of Policy Plan- 


ning, and by Northeast Corridor Transportation Project.] { 
TD 3.12: R 13/971 


12021 Statistical analysis of New York-Washington, D.C. rail passenger service. 
1970. (Oct. 1971.) cover title, [1]+34 p. il. 4° (Office of High Speed 
Ground Transportation, Demonstrations Division.) f{ TD3.2:N42y 
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FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations, revised as of Jan. 1, 1912. [1972.] [Contains 
codification of documents of general applicability and future effect as of 
Jan. 1, 1972, with ancillaries.] * Paper, $195.00 a year, $50.00 additional 
for foreign mailing; single copies vary in price. @ Item 572 
7. Agriculture, pts. 210-699. vi+586 p. * Paper, $2. “73 

4.108 : 7/pt.210—699/972 
21. Food and drugs, pts. 130—146e. vi+-715 p. il. , $3.00. 
GS 4. : 21/pt.130—-146e/972 
26. Internal revenue, pts. 1 (sec. 1.0—1.300). vi+839 p. * Paper, $3.50. 
GS 4.108 : 26/pt.1 (see.1.0-1-200) /972 


85. Panama Canal. vi+431 p. il. * Paper, $1.75. GS 4.108 : 35/972 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


Interest rate discrimination savings flows and new priorities in home 
financing, remarks by Andrew F. Brimmer, Member, Board of Governors 
of Federal Reserve System, upon acceptance of Alumnus Summa Laude 
Dignatus Award for 1972 presented by University of Washington Alumni 
Association, Seattle, Wash., June 9, 1972. 1972. [1]+27 p. 5 tabs. 2 charts 
 F FR 1.23: B 77/82 


7 Open market operations and monetary and credit aggregates, 1971. [1972.] 
p. 339-362 il. 4° [From Federal Reserve bulletin, Apr. 1972.] 
FR 1.3/a : Op 2/3/971 


Regulation. 
12028 Y. Bank holding companies, amendment to regulation Y, sec. 225.4. June 1972. 
1p.4° + FR 1.6: Y/968/amdt.—5 
12029 Remarks of J. L. Robertson, Vice Chairman of Board of Governors of 
Federal Reserve System before 60th Annual International Consumer 
Credit Conference, Washington, D.C., June 27, 1972. 1972. [1]+11p.4° f 
FR 1.23: R 54/46 


12030 Treasury and Federal reserve foreign exchange operations; [prepared by 
Charles A. Coombs]. [1972.] p. 228-256 il. 4° [Reprinted from Federal 
reserve bulletin, Mar. 1972.] + FR 1.3/a: F 761/2/972 
12031 U.S. balance of payments and investment position. [1972.] p. 325-339 il. 4° 


[Reprinted from Federal Reserve Bulletin, Apr. 1972.] f 
FR 1.3/a: B 182/5/972 


12032 Ways to moderate fluctuations in construction of housing. [1972.] [1]+ 
216-225 p. 4° [Reprinted from Federal Reserve bulletin, Mar. 1972.] f 
FR 1.3/a: H 81/3 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal standard. [Issued with perforations. ] 
5D. Standard guides for pesperetion * fn osed item logistics data 3 
June 1, 1972. [3]+83 p. il. 4° > ae .) [Supersedes ons std. 
Jan, 1, 1969.) ¢ Paper, 65c. ©@ — 563 8 2.8/3: 8S 
Federal test method standard. [Issued in looseleaf form.] 


12034 791B. Lubricants, liquid fuels, and related products, methods at ay Jan, 15, 
1969, Change 2. Mar. 8, 1972. [228] p. i. 4° ¢ @ Item 5 
GS 2. 8/7: * 791 B/ch.2 


12035 [This entry number not used.] 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


12036 FDA commission, delegation of authority to State and local officials. 
[1972.] cover title, 8 p.il. ¢ © Item 478 HE 20.4006 : St 2 
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12037 


12038 


12040 


GovERNMENT PUBLICATIONS 


FDA publication. 
24. Veterinarian and FDA soteseereng human health as guardians of animal 
health. [Revised Dec. 1971.] [1972.] 4 p. il. narrow 8° ([FDA 72-6011]) 


+t @ Item 475-A HE 20.4015 : 24 
Public advisory committees, authority, structure, functions, members. [Apr. 
1972.] cover title, [1]+56p. ¢ @ Item 475-P HE 20.4022 : 972 


FOOD AND NUTRITION SERVICE, Agriculture Dept. 
Washington, DC 20250 


FNS (series). 
80. Su tions for food service for day camps and recreation programs; [by 
da Poole and others]. [Revised June 1972.] [1972. J cover title, 41 p. il. 4° 
[Table of contents on p. 2 of cover. Page numbered 41 on p. 3 of cover. FY t 
@ Item 74—A-2 A 98.9: 80 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 
Washington, DC 20250 


Agricultural trade policy ATP (series). 


3-72. nee ry» affecting trade in agricultural products, Canada. July 
1972. 10 p. t A 67.39 : 3-72 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


American woods: Alaska-cedar [with list of references; by A. S. Harris]. 
Revised Nov. 1971. [1972.] 7 p. il. 4° (FS 224) + ©@ Item 80-A 
A 13.31: C 32/4/971 


Chattahoochee National Forest, Ga. [1972.] 1 sheet (with map on verso) 
il. f°, folded into narrow 8° size. (Southern Region.) [Map and illustra- 
tions are colored.] f A 18.13: C 39/2 


Clark National Forest [Mo.]. Rolla, Mo. [1971.] 1 sheet (with map on 
verso) il. f folded into narrow 8° size. [Map and illustrations are 
colored.] + A 13.13: C 54/2 


Collecting forest seed cones in Pacific Northwest; [prepared by Bernard S 
Douglass]. [July 1969.] cover title, [1]+15 p. il. 4° (Pacific Northwest 
Region.) [Text on p. 2-3 of cover.] ft A 13.2: Se3/6 


Cooperative forest fire control, program financing, Federal, State and 
private funds under sec. 2 Clarke-McNary Law, act of June 7, 1924 (43 
stat. 653), cooperative financing expenditures F.Y. 1971, aliotments FY. 
1972. July 1972. 1 p. oblong 12° (C-M 2; Division of Cooperative Forest 
Fire Control.) f A 13.2: F 51/49/971-72 


Dividends from wood research, recent publications of Forest Projects 
Laboratory, July 1—Dec. 31, 1971. [1972] 28 p. il. 


A 138.27/7 : W 85/15/971-2 
[This entry number not used.] 


Gifford Pinchot National Forest, 1971. [1972.] cover title, [12] p. il. oblong 
8° [Text on p. 2 and 8 of cover.] t A 18.18/2: G 36/971 


% Guides for fuel-breaks in Sierra Nevada mixed-conifer type [with list of 


literature cited ; by] Lisle R. Green [and] Harry E. Schimke. 1971. cover 
title, 14 p. il. 4° (Pacific Southwest Forest and Range Experiment 
Station.) ¢f A 13.62/2: F 95 


Insect pests of southern pines; [by] William H. Bennett and H. Eugene 
Ostmark. [2d printing]. 1972. cover title, 40 p. il. (Southern Forest Ex- 
periment Station.) ft A13.40/2: In7 
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Research note NE-(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) f A 13.79 : NE-(nos.) 
12051 NE-145. Nutrient properties of 5 West Virginia forest soils [with list of lit- 
erature cited ; by L. R. Auchmoody]. 1972. 4 p. il. 4° 
12052 NE-146. Elimination of scattered residual saplings left after clearcut harvesting 
of Appalachian hardwoods; [by G. R. Trimble, jr., and R. L. Rosier]. 
1972. 4 p. il. 4° 


Research note PNW-(series). (Pacific Northwest Forest and Range Ex- 
periment Station, Portland, Oreg.) 
12053 PNW-173. Occurrence and otypic differences of chlorogenic acid in Douglas- 


fir foliage [with list of literature cited]; by M. A. Radwan. Jan. 
1972.6 p.4° f A 13.79 : PNW-173 


Research note RM-—(series). (Rocky Mountain Forest and Range Experi- 
ment Station, Fort Collins, Colo.) f A 13.79 : RM—(nos.) 
RM-208. Rearing and training deer for food habits studies [with list of literature 
cited ; by] Donald W. Reichert, 1972. 7 p. il. 4° 

RM-209. Development of Siberian and Dahurian larches after 10 years in North 
Dakota ; [by] Richard A. Cunningham. 1972. 4 p. il. 4° 

RM-210. Throughfall and stemflow relations in second-growth ponderosa pine in 
Black _ {with list of literature cited; by] Howard K. Orr. 1972. 
7 p. il. 4° 

RM-211. Emetgenen, attack densities, and seasonal trends of mountain pine 
beetle (Dendroctonus ponderosa) in Black Hills [with list of litera- 
ture cited ; by] J. M. Schmid. 1972. 7 P; il, 4° 

RM-212. Seasonal variation in wood permeability and stem moisture content 
of 3 Rocky Mcuntain softwoods [with list of literature cited; by] 
Donald C. Markstrom and Robert A. Hann. 1972. 7 p. il. 4° 


Research paper FPL-—(series). (Forest Products Laboratory, Madison, 
Wis.) A 13.78: FPL—(nos.) 
12059 FPL-164. saa | to reduce warp in plantation red pine studs [with list 
of literature cited; by Hiram Hallock and F. B. Malcolm]. 1972. 
cover title, 27 p. il. 4° [Abstract cards inserted.] f+ 

12060 FPL-—165. Honeycomb and ring failure in bacterially infected red oak lumber after 
kiln drying [with list of references; by J. C. Ward and others]. 

1972. cover title, 36 p. il.4° [Abstract cards inserted.] tf 


Research paper NE-—(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) + A 13.78: NE—(nos.) 

12061 NE-230. Use of large-scale aerial color photography for assessing forest tree di- 
seases: 1, Basal canker of white pine, case study [with list of ref- 
erences]; by David R. Houston. 1972. cover title, 7 p. fl. 4° [Ab- 
stract cards inserted. Some illustrations are colored. ] 

12062 NE-—231. Rate of value increase for black cherry, red maple, and white ash [with 
list of literature cited] ; by Ted J. Grisez and Joseph J. Mendel. 1972. 
cover title, [1] +26 p. il. 4° [Abstract cards inserted. ] 

12063 NE-232. Injection of benomyl into elm, oak, & maple [with list of literature 
cited] ; by Garold F. Gregory, Thomas W. Jones and Percy McWain. 
1971. cover title, 10 p. il.4° [Text on p. 2 of cover.] 

12064 NE-—233. Apparatus for tg Sed injection of solutions into trees [with list of 
references] ; by Thomas W. Jones and Garold F. Gregory. 1971. cover 

. title, 8 p.il.4° [Text on p. 2 of cover. ] 

12065 NE-237. Results of 20-year test of hybrid poplars in West Virginia [with list of 
references]; by George W. endel. 1972. cover title, 5 p. il. 4° 
[Abstract cards inserted]. 


Research paper RM—(series). (Rocky Mountain Forest and Range Experi- 
ment Station, Fort Collins, Colo.) A 18.78 : RM—(nos.) 
RM-82. Veneer recovery from Black Hills ponderosa pine [with list of literature 

ar} f , | es Yerkes and R. O. Woodfin, jr. Jan. 1972. [2]+23 
p. il. 4° 
RM-—84. National fire-danger rating system [with list of literature cited]; by 
John B. Deeming [and others]. Feb. 1972. [4]+165+[1] p. il. 4° 
[Abstract on p. 2 of cover.] + 


Resource bulletin NE—(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) + A 13.80: NE-(nos.) 
NE-25. Primary wood-product industries of Kentucky, 1969 [with list of refer- 
ences]; by James T. Bones and Chauncey J. Lohr. 1972. cover title, 
{1]+38 p. il. 4e [Abstract cards inserted.] 

NE-—26. Timber resources of Maine [with list of literature cited]; by Roland H. 
Ferguson and Neai P. Kingsley. 1972. cover title, [2]+129 p. il. 4° 
a p. 2 of cover. One map is colored. Accompanied by abstract 
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GoveRNMENT PUBLICATIONS 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Reports to Congress; by Comptroller General of United States. + Paper, 
each, $1.00 (free to members of Congress, Congressional committee mem- 
bers, staff members, Government officials, the press, college libraries, 
faculty and students). 

Administration of criteria for leasing of buildings to be constructed, General Serv- 
ices pom powcr Apr. 19, 1972. cover title, [3]+53 p.4° (B-—118623.) 
L.C. card 72—601488 GA 1.13: L48/7 

Assessment of --— Se and management of Opportunities Industrialization Cen- 
ters, Department of Labor, Department of Health, Education, and Welfare, 
Office of Economic Opportunity. Apr. 20, 1972. cover title, [5]1+99 p. il. 4° 
(B—146879.) 

L.C. card 72—602407 GA 1.13: Op 5 

Assessment of Teacher Corps program, Education Office, Health, eeeettay and 
Welfare Get LR 14, 1972. cover title, [5]+50 p. il. 4° (B- re fy 
L.C. card 7 GAl : T 22/8 

Better controls canes in reviewing selection of in-house or contract aimee 
of support activities, Department of Defense. Mar. 17, 1972. cover title, [4] +36 

. 4° (B—158685.) 
.C. card 72-601265 GA 1.13: Su 7/28 

Cleaner engines for cleaner air, progress and pie in reducing air pollution 
from automobiles, Office of Air Programs, Environmental Protection Agency. 
May 15, 1972. cover title, [4]+65 p. il. 4° (B-166506.) 

L.C. card 72-601736 GA 1,13: En 3/14 

Cost-benefit analysis used in support of space shuttle program, National Aero- 
nautics and Space Administration. June 2, 1972. cover titie, [4]+53 p. il. 4° 
(B-173677.) 

L.C. card 72—602094 GA 1.13: Sp 1/4 

Dimensions of insanitary conditions in food manufacturing industry, Food and 
Drug Administration, Department of Health, Education, and Welfare. Apr. 18, 
1972. cover title, [4]+51 p. il. 7 p. of pl. 4° (B 164031(2).) [Plates are 
colored. ] 

L.C. card 72—601489 GA 1.13: F 73/11 

12077 Efforts to employ disadvantaged persons in Federal Government, Civil Service 

Commission and Labor Department. Apr. 17, 1972. cover title, [4]-+61 p. 4° 
B-—163922.) 

. card 72-601478 GA 1.13: D 63/23 

Enforcement of housing codes, how it can help to achieve nation’s housing goal, 
Department of Housing and Urban Development. June 26, 1972. cover title, 
{44+ 76 p. 4° (B—118754.) 

. card 72-602423 GA 1.13: H 81/55 

12079 Examination of financial statements, Bureay of En re tore and Printing fund, 
fiscal years 1970-71, Treasury Department. May 17, 1972. cover title, [3]+15 

p. 4° (B—114801.) A 1.13: En 3/7/970-71 
12080 Examination of financial statements of Government National Mortgage Associa- 
tion for fiscal year 1971, Department of Housing and Urban Development. 

June 20, 1972. cover title, [5] +43 p. 4° (B-114828.) GA 1.13: G 74/7/971 

12081 Observations on financial inventory accounting, what it is and what it could be, 
Department of Defense. May 17, 1972. cover title, [4] +38 p. il. 4° ow 146828.) 
L.C. ecard 72—601739 GA 1.13: F 49/8 

12082 Problems in making concentrated employment program work in rural Mississippi, 
Department of Labor. Mar. 15, 1972. cover title, [4] +44 p. il. 4° (B-130515.) 
L.C. card 72—601266 GA 1.13: Bm 7/10 
12083 Problems in providing guidance to States in establishing rates of payment for 
nursing home care under Medicaid program, Social and Rehabilitation Service, 
Department of Health, Education and Welfare. Apr. 19, 1972. cover title, [4] + 
“P 4° (B-—164031(3).) 

card 72—602405 GA 1.13: N 93/7 

Status, progress and problems in Federal agency accounting during 1970 and 1971. 
May 19, 1972. cover title, 2+ [1]+ 20 p.i (B-115398.) 

L.C. card 72—602426 GA 1.13: Ac 2/13/870-71 

U.S. technical assistance to t Depa: Indian agricultural development, Agency for 
International Development, partment of State. June 22, 1972. cover title, 
{4 +60 p. iL 4° (B~—161854. 

. card 72-602412 GA 1.13: In 2/16 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


12086 Acidity control in Bald Eagle Creek and West Branch Susquehanna River, 
Clinton County, Pa. [with list of references cited] ; by H. N. Filippo, jr. 
Feb. 1971. 5+28 leaves, il. 4° (Water Resources Division, Harrisburg, 
Pa.) [Open-file report. Prepared in cooperation with Army Corps of 
Engineers, Baltimore District.] t 119.2: B19 
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12087 Annual compilation and analysis of hydrologic data for urban studies in 
Bryan, Tex., metropolitan area, 1969; by W. D. Robbins. Aug. 1971. 
iv+49 leaves. il. 4° (Water Resources Division.) [Prepared in coopera- 
tion with Texas Agricultural and Mechanical University.] tf 

1 19.58 : B 84/969 


12088 Annual compilation and analysis of hydrologic data for urban studies in 
San Antonio, Tex., metropolitan area 1969; by Larry F. Land. Aug. 1971. 
v+109 p. il. 4° (Water Resources Division.) [Prepared in cooperation 
with Texas Water Development Board.] ft 119.58: Sa 5 a/969 


12089 Appraisal of chemical and biological conditions of Lake Okeechobee, Fia., 
1969-70 [with list of selected references]; by Boyd F. Joyner. 1971. 
vi+-90+[22] p. il. 4° (Water Resources Division.) [Open-file report 
71006. Prepared in cooperation with Central and Southern Florida Flood 
Control District.] tf 
L.C. card 71-614252 119.2: Li4o0 


Bulletins. @ Item 620 1 19.3 : (nos.) 
12090 1298. Geology of northern Franklin Mountains, Tex. and N. Mex. [with list of 
references cited] ; by R. L. Harbour. 1972. v+129 p. il. 3 pl. in pocket. 
[Geology of complex fault-block range with emphasis on otratioraphy 
of paleozoic rocks. One plate is colored.] * Paper, $2.25 (S/N 
2401-2052). 

L.C. card 70—187909 
12091 1314—B. Organic and trace-element content of holocene sediments in 2 estuarine 
ys, Pamlico Sound area, N.C. [with list of references] ; by Henry L. 
Berryhill, jr., Vernon B. Swanson, and A. Harold Love. 1972. iv+32 
p. il. [Distribution and interrelations of total organic matter and 
soluble organic components in sand and mud deposited in shallow 
brackish-water parts of large complex Pamlico Sound estuarine en- 
vironment. Contributions to geochemistry.] * Paper, 25c. (S/N 2401-— 


2079). 
L.C. card 72—600056 


Circular. 


12092 648. Reports and maps of Geological Survey released only in open files, 1971; by 
Betsy A. Weld, Kathleen T. Iseri, and George W. Brett. 1972. [2]+26 
p. 4° ¢ @ Item 620-A 119.4/2 : 648 


12093 Compilation of hydrologic data, Little Elm Creek, Trinity River basin, Tex., 
1968. [1972.] v-+83 leaves il. 4° (Water Resources Division.) [Prepared 
in cooperation with City of Dallas and Texas Water Development 
Board.] ft 1 19.58: L 72/968 


Professional papers. @ Item 624 I 19.16 : (nos. ) 
12094 418. “—— ammonites from southern Alaska [title page and contents]. [1972.] 
p. 4° 
12095 728. Stratigraphy and composition of Sharon Springs Member of Pierre Shale 
in western Kansas [with list of references cited]; by James R. Gill, 
William A. Cobban, and Leonard G. Schultz. 1972. iv+50+ [5] p. il. 4¢ 
[Stratigraphic and mineralogic study of one or more distinctive and wide- 
spread shale units of Late Creataceous age in western interior of United 
States.] * Paper, 75c. (S/N 2401-2104). 
L.C. card 72—600083 


12096 River basins of United States: Hudson. [1972.] 6+[2] p. il. narrow 8° 
* Paper, 10c. (S/N 2401-2114). @ Item 621 1 19.56: H 86/972 


Water-supply paper. 
12097 1999—G. Ground-water outflow from Chino Basin, upper Santa Ana Valley, South- 
ern California [with list of selected references]; by J. J. French. 
[1972.] iv+28 p. il. in pocket. [Pre*ared in cooperation with San 
Bernardino ae lood Control District. Contributions to Hy- 
drology of United States.] * Paper, 25c. (S/N 2401-2058). @ Item 


625 
L.C. card 77—-188668 119.13: 1999-G 


HEALTH MANPOWER EDUCATION BUREAU, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


12098 Schools offering nurse traineeships for full-time academic study 1972-73 
under professional nurse traineeship program. [Revised 1972.] [1972.] 
19 p. (LDHEW publication (NIH) 72-85; Division of Nursing.]) [Sup- 
plements information in Professional nurse traineeships.] + @ Item 
507-D-1 HE 20.3102 : N 93/15/972-73 
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GovERNMENT PUBLICATIONS 


HEALTH SERVICES AND MENTAL HEALTH ADMINISTRATION 
Health, Education, and Welfare Dept., Bethesda, MD 20014 


12099 Ambulance services and hospital emergency departments, digest of surveys 
conducted 1965—-Mar. 1971. May 1971 [reprinted Oct. 1971]. cover title, 

128 p, 4° ({DEHS~—11]; Division of Emergency Health Services.) { 

HE 20.2002: Am 1 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


12100 Historic preservation in urban renewal areas. [Apr. 1972.] [8] p. narrow 
8° ({HUD-84-CD(2).]) * @ Item 582 HH 1.2: H 62/2 


HUD handbooks. ft HH 1.6/6: (letters—nos. ) 

12101 HM 4310.5. Property disposition handbook 1-4 family properties trans- 

mittal. [Apr. 13, 1972.] [53] p. 4° (Housing Manage- 
Sy {Includes traasmittal 30. Issued in looseleaf 
‘orm. 

12102 HM 7560.1. Low-rent financing handbook, supp. 9. [July 11, 1972.] [4] 
.4° (Housing Management.) [Includes transmittal 10. 
ssued in looseleaf form.] 

12103 HPMC-FHA 4400.30B. Regular income limits for sec. 235-236 housing. [Includes 

transmittal notice. Issued in looseleaf form. Cancels 
HUD handbook FHA 4400.30A, Sept. 1, 1970.] 
Florida [revised pages]. May 1, 1972. [2] leaves, 4° 
Michigan [revised pa 1. y 25, 1972. [2] leaves, 4° 
Texas [revised enanel. bin , 1972. [1] +1 leaves, 4° 
Virginia {revised pages]. Apr. 25, 1972. [4] leaves, 4° 
12104 HPMC-FHA 4475.6B. Income limits for rent supplement housing. [Includes trans- 
mittal notice. Issued in looseleaf form. Cancels HUD 
handbook FHA 4475.6A, Sept. 1, 1970.] 
Maryland. May 15, 1972. [1]+2 leaves, 4° 
Nevada. May 15, 1972. [1] +2 leaves, 4° 
New Hampshire. May 15, 1972. [1] +1 leaves, 4° 
New Mexico. May 5, 1972. [1] +4 leaves, 4° 
North Dakota. May 15, 1972. [1] +4 leaves, 4° 
South Dakota. May 15, 1972. [1] +6 leaves, 4° 
Wisconsin. May 15, 1972. [1] + 2 leaves, 4° 
12105 Mexican Americans bibliography; [compiled by] Library. Dec. 1970. [1] 
+11 p.4° (HUD-166-B0.) ft HH 1.23: M 57 


12106 National flood insurance program. [May 1972.] [12] p. narrow 8° ([HUD- 
283-I(2).1) t+ @ Item 582 HH 1.2: F 65/972 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Nots.—Requests to the Interior Department for publications should give the full 
title and the date of the publication. Do not include Monthly Catalog entry numbers 
or Superintendent of Documents classification numbers, which should be used only 
when ordering from the Superintendent of Documents. 

7 1971 annual report, American Samoa, to Secretary of Interior [fiscal year]. 
[1972.] cover title, [2]+62p.il. * Paper, 35c. (S/N 2407-0021). @ Item 
668-A 135.17/1: 971 

[Saline water] research and development progress report. (Office of Saline 

Water.) 


12108 771. Turbulent flow theory of electrodialysis [with list of references] ; by R. F. 
Probstein, Ain A. Sonin, Eitan Gur-Arie, Massachusetts Institute of Tech- 
nology, Cambridge, Mass. Apr. 1972. iii+-41 p. il. 4° [Grant 14—30—2749.] 
* Paper, 50c. (S/N 2400-0733). @ Item 604—A-1 11.88: 771 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


12109 Published ordinances, firearms, State laws and local ordinances relevant to 
title 18, U.S.C. chap. 44. 1972 edition. [1972.] cover title, [3]+196 p. 4° 
(Publication 603, Rev. 6-72) ; Alcohol, Tobacco and Firearms Division.) 
* Paper, $1.50 (S/N 4804-0481). © Item 961-A T 22.32: F 51/2/972 
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INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a yr., $6.00 additional for foreign mailing. 
@ Item 231-I C 42.30: (nos. ) 
72-030. Canada. Apr. 5, 1972. 10 p. il. 4° (American Embassy, Ottawa.) 

[Semiannual.] 
72-047. Spain. Mey 4, 1972. 14 p. il. 4° (American Embassy, Madrid.) [Semi- 
annual. 
72-049. India. = 6, 1972. 14 p. 4° (American Embassy, New Delhi.) [Semi- 
annual. 
72-050. Cyprus. May 2, 1972. 15 p. iL 4° (American Embassy, Nicosia.) 
Semiannual. ] 
72-051. or 11, 1972. 9 p. 4° (American Embassy, Vienna.) [Semi- 
annual. 
72-058. Ghana. May 25, 1972. 11 p. il. 4° (American Embassy, Accra.) 
(Semiannual.] 
72-062. Japan. i 26, 1972. 12 p. 4° (American Embassy, Tokyo.) [Semi- 
annual. 
72-064. Libya. 1d 29, 1972. 9 p. 4° (American Embassy, Tripoli.) [Semi- 
annual. 
72-066. South Africa. June 7, 1972. 12 p. il. 4° (American Embassy, Pretoria.) 
[Semiannual.] 
. Jordan. ij"* 9, 1972. 12 p. 4° (American Embassy, Amman.) [Semi- 
annual. 
. Chile. June 9, 1972. 8 p. il. 4° (American Embassy, Santiago.) [Semi- 
annual.) 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


12121 Cost of transporting freight by class 1 and class 2 motor common carriers 
of general commodities by regions or territories for year 1970. May 1972. 
cover title, [1]+vi+193 p.4° (Statement 2C1-70; Bureau of Accounts. ) 
[This study, issued as information, has not been adopted by Interstate 
Commerce Commission. Text on p. 2 of cover.] * Paper, $1.50 (S/N 
2600-0859). @ Item 682-A IC 1 acco.2 : F 88/16/970 


12122 Transport statistics in United States for year ended Dec. 31, 1970; [pre- 
pared by Bureau of Accounts]. [Issued in sections and parts punched 
for binders. This 1970 report wher. complete will consist of pts. 1, 5, 6, 
7, 8, and 9.] 


pt. 7. Motor carriers, [release 2]. [1972.] [111] p. il. 4° * Paper, $1.25 (S/N 
2600-0861). @ Item 699 IC 1.25 : 970/pt.7/release 2 


JOHN E. FOGARTY INTERNATIONAL CENTER FOR ADVANCED 
STUDY IN THE HEALTH SCIENCES, 
Health, Education and Welfare Dept., Bethesda, Md. 20014 


12123 Fogarty International Center Conference Report: Prospects of gene 
therapy, conference sponsored by National Institute of Neurological 
Diseases and Stroke and John E. Fogarty International Center for 
Advanced Study in Health Sciences, May 24-26, 1971, National Institutes 
of Health, Bethesda, Md. [with list of references] ; editor, Ernst Freese. 
[1972.] [3] leaves+22 p. (DHEW publication (NIH) 72-61.) [Illustra- 
tion on cover.] * Paper, 30c. (S/N 1753-0007). @ Item 507-C-1 

HD 20.3702 : G 28 


12124 Medical care in USSR, report of U.S. Delegation on Health Care Services 
and Planning, May 16—June 3, 1970 [with list of references; by Patrick 
B. Storey]. [1972.] v+38 p. il. 4° (DHEW publication (NIH) 72-60; 
Geographic Health Studies Program.) * Paper, 50c. (S/N 1753-0006). 
@ Item 507-C-1 
L.C. card 72-602445 HB 20.3702: Un 3/3 
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JOINT PUBLICATIONS RESEARCH SERVICE 
1000 N. Glebe Rd., Arlington, VA 22201 


Notrs.—When ordering Joint Publications Research Service publications from the 


National Technical Information Service, give the JPRS number in the order. Do 
not include Monthly Catalog entry numbers or Superintendent of Document clas- 
sification numbers, which should be used only when ordering from the Super- 
intendent of Documents. 


Titles of JPRS serial reports listed below were issued during the month, but 


were not cataloged separately. (Price upon application). 


a) 
bobo bo bo 


12125-6 
12125-7 
12125-8 


12125-9 
12125-—10 


12125-11 
12125-12 
12125-13 
12125-14 
12125-15 


12125-16 
12125-17 


12125-18 
12125-19 
12125-—20 
12125-—21 
12125-—22 
12125-23 
12125-—24 
12125-25 
12125-—26 


Index of Le Monde, no. 139 ; JPRS 56552. 

Meteorology and prerele vy, USSR, = 5, 1972; JPRS 56595. 

Soviet public healt R, v. 31, no. 6, 1972; I 6617. 

Translations on Africa, nos. 1184- tot : IPRS 56508, 56518, 56535, 56556, 
56572, 56588, 56606, 56614. 

Translations on Eastern Europe: Beonomic and industrial affairs, nos. 708-716 ; 
JPRS 56493, 56507, 56523, 56534, 56547, 56558, 56575, 56590, 56602. 

Translations on Eastern Europe: Political, ‘sociological, and military affairs, nos. 
553-561 ; JPRS 56492, 56511, 56520, 56533, 56546, 56557, 56569, 56594, 56611. 

Translations on Eastern Europe: Scientific affairs, nos. 257-260: JPRS 56496, 
56532, 56571, 56616. 

Translations on Latin Ane. nos. 749-756; JPRS 56494, 56510, 56515, 56538, 
56545, 56559, 56587, 56610 

Translations on narcotics and dangerous ove, nos. 51-52; JPRS 56519, 56592. 

Translations on Near East, nos. 792-798; JPRS 56490, 56505, 56531, 56560, 
56576, 56601, 56613. 

Translations on North Korea, nos. 256-257 ; tt | 56513, 56570. 

Translations on North Vietnam, nos. 11 96-12 JPRS 56488, 56509, 56517, 
56530, 56544, 56555, 56574, 56586, 56600, 56609" 56619. 

Translations on south and east Asia, nos. 370- 372; JPRS 56497, 56573, 56615. 

Translations on USSR agriculture, nos. 565-567 ; JPRS 56504, 56548, 56607. 

Translations on USSR economic affairs, nos. 386-389 ; JPRS 56489, 56526, 56563, 


6605. 
Translations on USSR industrial affairs, nos. 191-192: JPRS 56524, 56561. 
Translations on USSR military affairs, nos. 825-829; JPRS 56516, 56539, 56577, 


56589, 56603. 

Translations on USSR political and sociological affairs, nos. 265-269; JPRS 
56512, 56549, 56554, 56578, 56593. 

Translations on USSR resources, nos. 286-291; JPRS 56503, 56521, 56537, 
56562, 56585, 56612. . 

Translations on USSR trade and services, nos. 399-404; JPRS 56491, 56525, 
56536, 56553, 56584, 56604. 

Translations on Western Burope, nos. 336-340; JPRS 56495, 56514, 56543, 
56591, 56608. 

USA: Economics, politics, ideology, no. 6, 1972; JPRS 56522. 

USSR scientific abstracts : Chemistry, no. 110; JPRS 56568. 

UGES qoentine abstracts: Electronics and electrical engineering, no. 144; JPRS 


a ee abstracts: Materials science and metallurgy, no. 104; JPRS 
World epidemiology review, no. 42; JPRS 56597. 


JPRS (series). & Paper, each, $3.00. Y3.J 66: 18/(nos.) 


12126 


12127 


12128 
12129 


12130 


12131 


56487. Navigational Rye. of flight, USSR; by M. A. Kirst. July 13, 1972. 
cover title, [1]-+a+180 p. il. 4° [Order of Labor Red Banter Publish- 
ing House of USSR Ministry of ense, Moscow, 1971.] 

56498. Integrated system of planning, USSR [article] ; by 'N. P. Fedorenko, Yu R. 
Leybkind, et al. July 13, 1972. cover — ]+25 p. il. 4° [From 
Ekonomika i matematicheskiye metody, no. ay—June 1972.] 

56499. Current problems in space Moleg? ay a USSR [articles]. July 14, 
1972. cover title, [1] +a-— £4186 6p. il. 4° [Moscow, 1971.] 

56500. Ionization and recombination fronts in A field, USSR [with 
eyes See by A. A. Barmin and A. G. Kulikovskiy. 1972. cover title, 
{1]+ 4° {From Gidromekhanika, v. 5, 1971.] 

56501. as of } stn with free surfaces, USSR [article with bibliography] ; 

M. Gurevich. July 14, 1972. cover title, [1]+125 p. il. 4° 4d 
Gidromekhanika, v. 1971, Moscow. ] 

56502. Summaries of development of inter-branch accounting balances of economic 
regions, USSR; by G. V. Abalakova and I. G. Razumovskaya. [1972.] 
1 | title, [1]+9p.4° [From Ekonomika i matematicheskiye metody, 

o. 8, May-June 1972.] 

. Use aa — signal on VHF tropospheric scattering lines, USSR [with 
biblio phy) 5 y G. M. Vayzburg and A. S. Nemirovskiy. July 14, 1972. 
cover title, ij $s p. l.4° [From Elektrosvyaz’, no. 3, 1972. 

7. Russian report to 15th COSPAR session, USSR [edited by M. I. Shtern]. 
July 18, 1972. cover title, [1]+a-— b+1-4a, 5-13 p. il. 4° [Moscow, 
Nauka Publishing House, 1972.] 

. Welding of ~-¢ 5 h steels, USSR [ex ts, with bibliography]; by 

‘A. M Mak aN. A. Mosends, July 19 0, 173. gover title, [1] +a+36 
= il. 4° al Tekinntke Publishing House, Kiev, 1 
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SerrempBer 1972 


Automated control systems in Ukranian economy, USSR [selected articles]. 
July 19, 1972. cover title, filte+13 Bs 4° [From Mekhanizatsiya i 
avtomatizats tate wpevenrs 

. Certain ties in meta heme of Franc la tularensis 7. a 
aikim USSR Mey bibliography] ; by I. V. Rodionova. Jul 1972. 
cover title, {1)+ oe a rom sursel mikrobiologtii, edpi emntolociii 
immunobiologti, ~ Pat 

. Aerosol oa for Bon s, USSR [articles, with ages ea 
= , 1972. . title, [1] +a+13 p. il. 4° [From Gigiyena 1 

tariya, no. 3, 1972 

Somatic polysaccaride-containing antigens of a a, pose 
{with bibliography]; by Ye. EB. Bakhrakh and V Veyn 
1972. cover title, t1]+8 y [From Panera Sint. dsiy 30. 
epidemiologii i immunobiologii, 972.) 

. Ship automation, USSR Larticles, 3 ith bibliography]. July 21, 1972. 
cover title, f1]+a+18 p. fl. [From Sudostroyentye, no. 4 1972. ] 

5. Computers, automation used in ‘Cerdinian national economy, USSR; by 
G. Bunchuk aad A. Matveyev. July 21, 1972. cover title, [1]+9 D. 4° 
{From Ekonomika Sovetskoy Ukrainy, no. 1, 1972.] 

. Possibilities for com — modeling of influenza epidemics in yeas 
with bibliography]; by O. V. Baroyan, V. M. Zhdanov, et al. Jul 
972. cover title, [1]+13 p. il. 4° [From Zhurnal tL lbrobtologl 
epidemiologii i immuno jologii, no. 5, 1972.] 

. Comparative evaluation of some methods for analyzing bei of 
incidence of infectious diseases, USSR [with bibliography] ; 
Likhovaydo, M. N, Tkacheva, et Hi July 21, 1972. cover ATR, N+ 
p. il. 4° — Zhurnal mikrobiologii, epidemiologii i immunobiologii, 
no. 5, 1972.) 

. Emission properties of materials USSR [book, with bibliography } ; Vv. 8. 
Fomenko. July 24, 1972. cover title, oe A aie DP. Meier: 
Naukova Dumka Publishing House, Nov. 2, 1970.] 

. Developing automated control systems for construction, USSR; by M. 
Chentemirov. July 24, 1972. cover title, [1]+10 p. 4° [From Na 
stroykakh rossii, no. 5, May 1972, Moscow. 

. Aviation gas-turbine engines in power cagtncezing, USSR; by S. N. 
Uvarov. July 24, 1972. cover title, {1]+2 {From Aviatsion- 
nyye gazoturbinnyye on ateli v energetike, 1971, Leningrad.] 

. Reference aid, glossary of Malaysian and ao. abbreviations appearing 
in press of Malysia and Singapore, Asia. July 24, 1972. cover title, 
[1] +a+49 leaves, 4° 

. Biochemical aspects of biological effect of low- troqnee: J pulsed electro- 
magnetic field, USSR [with bibliography]; by F. olodub and G. I. 
Yevtushenko. ‘July 24, 1972. cover title, [1]+7 we [From Gigeina 
truda i professional’ nyye zabolevaniya, no. 6, 197 “Moscow. ] 

. Mathematical model of cultivation process of aw bacteria on su a 
salt medium, USSR [with bibliography] ; Basnak’yan and 
M. Krylov. July 25, 1972. cover — 15% p. il. 4° [From Zhurnal 
mikrobiologii, epidemiologii i immunobiologii, no. 5, 1972, Moscow.] 

. Space medicine, reports on artificial gravitation and space suits [selected 
articles]. July 25, 1972. [1]+a+14 p. il. 4° [From Aviatsiya i 
kosmonavtika, no. 4, 1972.] 

. Effect of mexamine, cystamine, cystaphos and aet on permeability of 
ps ey barriers < rast and thyroid glands [with bibliog- 

. Sabaye S. Shashkov, et al. July 25, t's cover 
Hite e 1) 5p. M “49 [ om VFarmakolonive 1 toksikoloxt a, no. 3, 1972.} 

. Mode of action of some physiologically active compounds, USSR [articles, 
with bibliographies]. July 27, 1972. cover title, {1]+a+19 p. iL 4° 
[From Farmakologiya i toksikologiya, no. 3, 1972, and Izvestiya akad- 
emii nauk SSSR, seriya biologicheskaya, no. 3, 1972.] 


LABOR DEPARTMENT 
Washington, DC 20210 


12152 Address by Secretary of Labor James D. Hodgson at Building and Con- 
struction Trades Council, Conference of Labor and Management, New 

York, N.Y., June 14, 1972. [1972.] 10 leaves, 4° (USDL 72-884.) f 
L1.18: H 66/36 


12153 Address by Secretary of Labor James D- Hodgson at 28th biennial conven- 
tion of Amalgamated Clothing Workers of America, Miami Beach, Fla., 
May 80, 1972. 1972. 10 leaves, 4° (USDL 72-837.) + L1.13:H 66/37 


12154 Address by Secretary of Labor James D. Hodgson before American Insur- 
ance Association, New York, N.Y., May 17, 1972. 1972. 9 leaves, 4° 
(USDA 72-305.) + L1.13: H 66/82 

12155 59th annual report, United States Department of Labor, fiscal year 1971. 


[1972.] v+78 p. * Paper, 40c. (S/N 2900-0144). @ Item 744 
L1.1: 971 


@For Sale by National Technical Information Service, 
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GovERNMENT PUBLICATIONS 


12156 Industrial relations issues for tomorrow, [address by] Secretary of Labor 
J. D. Hodgson before Industrial Relations Research Association, Denver, 

Colo., June 7, 1972. 1972. 9 leaves, 4° (USDL 72-367.) ft 
L 1.13: H 66/33 


12157 Labor and the economy, Government perspective, [address by] Secretary 
of Labor J. D. Hodgson at 1972 Spring Business Conference, University 
of Colorado, Boulder, Colo., June 8, 1972. 1972. 12 leaves, 4° (USDL 
72-36.) + L 1.13: H 66/35 


12158 Manpower report of the President, including report on manpower require- 
ments, resources, utilization, and training, transmitted to Congress, Mar. 
1972. [1972.] xv+[5]+284 p. il. 4° [Also issued as H. doc. 192, 92d 
Cong., 2d sess. Errata, 1 p. 8°, issued also.] * Paper, $2.25 (S/N 2900— 
0145). @ Item 746-C L 1.42/2 : 972 


12159 Program assistance and services to States and local governments. Sept. 
1971, cover title, [4]+36 p. 4° f L 1.2: St 2/2 


12160 Public employment program, bringing together jobless workers and public 
work to be done. [1972.] [1]+7+[2] p. il. narrow 8° * Paper, 15c. (S/N 
2900-0147). @ Item 745 L1.2:P 96/6 


12161 Remarks by Secretary of Labor J. D. Hodgson at National Press Club 
luncheon, May 25, 1972. [1972.] 9 leaves, 4° (USDL 72-330.) f+ 
L 1.13: H 66/34 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


Bulletins. @ Item 768 L 2.8 : (nos.) 

12162 1725 . Area wage survey : Seattle-Everett, Wash., metropolitan area, Jan. 1972. 
[May 1972.] cover title, ii+ 20 p. oblong 8° * Paper, 30c. 

12163 1725-51. Area wage survey: Youngstown-Warren, Ohio, metropolitan area, Nov. 
1971. [June 1972. ] cover title, ii+ 28 p. oblong 8° * Paper, 35c. 

12164 52. Area wage survey: Newark and Jersey City, N.J., metropolitan areas, 
Jan. 1972. {June 1972.] cover title, ii+42 p. oblong 8° * Paper, 50c. 

12165 5-53. Area wage survey: Waterbury, Conn., metropolitan area, Mar. 1972. 
[June 1972.] cover title, i+ 25 p. oblong 8° * Paper, 35c. 

12166 54. Area wage survey: York, Pa., metropolitan area, Feb. 1972. [June 
1972.] cover title, li+ 28 p. oblong 8° * Paper, 35c. 

12167 55. Area wage survey : Davenport-Rock Island-Moline, Iowa, Ill., Feb. 1972. 
[June 1972.] cover title, 11+ 28 R oblong 8° * Paper, 35c. 

12168 59. Area wage survey : Albuquerque, Mex., —y yey ~* are, Mar. 1972. 
{June 1972.] cover title, ii+28 p. oblong 8° * Pap 35¢ 

12169 ‘ Union wages and hours: Building trades, July 1, 1971. 1972. v+49 p. 4° 
* Paper, 55c. 

12170 56. Union wages and hours: Local truckdrivers and helpers, July 1, 1971; 
[by John F. Fitsock]. 1972. iv+40p.4° * Paper, 50c. 


12171 Directory of BLS studies in industria) relations, 1960-71. 1972. ii+13 p. + 
@ Item 768-E L 2.34/2: In 2/2/960-71 


12172 Publications of Bureau of Labor Statistics. July—Dec. 1971; [prepared by 
Sarah B. Perry]. [1972.] cover title, 50 p. 4° [Table of contents on p. 2 
of cover.] + @ Item 768-E L 2.34: 971/2 


LIBRARY OF CONGRESS 
Washington, DC 20540 


12173 Accessions list: Pakistan, annual supplement cumulative list of serials, 
1971. 1972. cover title, [2]+123 p. (Public law 480 project, American 
Libraries Book Procurement Center, Karachi-Dacca.) +¢(Libraries 
only). 

L.C. card 63-24162 LC 1.30/2-2: 971 


12174 Children’s literature, guide to reference sources, 1st supplement ; compiled 
by Virginia Haviland with assistance of Margaret N. Coughlan. 1972. 
viii+316 p. il. * Cloth, $3.00 (S/N 3001-0044). @ Item 806-B 
L.C. card 6-85005 LC 2.8: C 43/supp. 
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SrerpreMBer 1972 


12175 CIP cataloging in publication: Progress report 1, July—Dec. 1971 [with 
Selected bibliography on cataloging in publication]. Jan. 1972. cover 
title, 10 p. il. 4° (Processing Department.) f LO 30.16: 1 


12176 ——— Progress report 2, Jan._June 1972 [with Selected bibliography on 
cataloging in publication]. July 1972. cover title, 12 p. 4° (Processing 
Department.) + LC 30.16: 2 


12177 National union catalog, cumulative author list representing Library of 
Congress printed cards and titles reported by other American Libraries, 
register of additional locations, 1971. 1972. + (Included in subscription 
to National union catalog. See Entry no. 2853, Feb. 1972 Monthly 
catalog.) 

v. 1. Card numbers 66-3 to 66—70621. xiv +549 + ; = 
v. 2. Card numbers 66—-70622 to SD 66-8. [1] +549 p. 4° LC 30.8/7 : 971/v.1,2 
12178 Volunteers with vision. [1972.] [10] p. il. narrow 8° ([Division for the 


Blind and Physically Handicapped.]) + @ Item 806 
LC 19.2: V 82/972 


MARINE CORPS (Navy), Defense Dept. 
Washington, DC 20350 


Marine Corps historical bibliography. (Historical Division.) 


12179 Annotated Bes of Naval gunfire support ; compiled by Marets 4 Bivins. 
1971. [1]+11+10 p.4° ¢ D 214.15: G95 


MATERNAL AND CHILD HEALTH SERVICE, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


12180 Programs of Maternal & Child Health Service. [Jan. 1972.] 11 p. il. narrow 
8° ([{DHEW publication (HSM) 72-5005.]) * Paper, $15.00 per 100, 
single copy, 20c. (S/N 1730-0021). @ Item 483-V-1 HE 20.2752: P94/3 


12181 Rubella ; prepared by Jane S. Lin-Fu. [1970, revised 1972.] [1972.] ({DHEW 
a (HSM) 72-5107.]) * Paper, $7.50 per 100; single copy, 10c. 
(S/N 1729-0011.) @ Item 483-V-1 HE 20.2752 : R 82/972 


12182 Services for crippled children. [1972.] cover title, 20 p. narrow 12° 
({DHEW publication (HSM) 72-6001.]) * Paper, 20c. @ Item 483-V-1 
HE 20.2752 : C 86/972 


12183 Sickle cell anemia, what it is, what can be done, summary for health 
workers and community agencies. [1972.] cover title, 12 p. narrow 8° 
({DHEW publication (HSM) 72-5108.]) *Paper, 20c. (S/N 1730- 
0022). @ Item 483-V-1 HE 20.2752: Sil 


MEDICINE AND SURGERY qr Bs Defense Dept. 
Washington, DC 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn.: 
Reports. t D 206.10 : (nos. ) 


12184 655. Effect of 90-day exposure to 1% COs on acid-base status of blood [with list 
of references}; by A. A. Messier, E. Heyder and K. E. Schaefer. Mar. 2, 
1971. cover title, f+ 10+ [2] D. fl. 40 [Research work unit MR005.01.0.— 
0125B9XX.0 

12185 672. Studies in Secs’ communication: Effect of wend predictability on sentence 
intelligibility [with list of Ww any £ y Joseph R. Duffy, Thomas ¢. 
Giolas and Russell L. Sargeent. July 8 ‘91, cover title, iii 84 [2] p. 
4° [Research work unit M4306.03- 2030DAC5.06. ] 

12186 . Binaural improvement in normal an defective ears in background of other 
voices [with list of references] ; by J. Donald Harris and Cecil K. Myers. 
Aug. 2, oon cover title, [18] p. eh. 4° [Research work unit M4305.08— 
8003DAC9.03.] 

12187 . Studies in Navy communication : Effects of Tee Giotectinn 2 on 
prosodic features of . TS with list of rea ota)” Robert —y 
[and others]. Sept. 971. cover title, iii+8+[2] . 4° FR. 
work unit M 4306.03-2020D 

12188 . Visual evoked cortical response as measure of stress in Naval environments, 
methodology and analysis (2) rapid flash rates [with list of references] ; 
by Jo Ann 8. Kinney [and others]. Oct. 6, 1971. cover title, ili+15+2 
p. il. 4° [Research work unit M2041.01. 01-0130BOKL .02.] 
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U.S. Naval Submarine Medical Center—Continued 
12189 683. Differences between word intelligibility and sentence identification responses 
to synthetic sentences [with list cf references] ; by J h J. —T 
with C. K. Myers. Oct. 14, 1971. cover title, i+ 5+ At +[{14]+2 p. il 
[Research work unit M4305.08—-3003D.04 
684. Further tests of training techniques to improve visual-motor coordination 
of Navy divers under water [with list of references]; by Christine L. 
McKay, Jo Ann §8. Kinney, 8S. M. Luria. Oct. 26, i971. cover title, 
ili+9+ [2] p. il. 4° [Research work unit M4306. 03-2050DXC5. 07.) 
. Human factors evaluation of submarine escape: 3, Effects of three types o 
charging connectors on disconnect time [with list of seferemces) ; 
Gary B. Walters and Bernard L. Ryack. Nov. 24, 1971. cover inne 
iii+ 10+ A142] p. il 4° [Research work unit MF12.524.006— 
9025B 
, mn. Ay a ects of prolonged exposure to sonar signals at elevated 
intensity: 1. Five days’ exposure to signals at 85 dB [with list of 
references] ; by Benjamin B. Weybrew and Ernest M. Noddin. Dec. 2, 1971. 
cover title, v+11+2 p. il. 4° [Research work unit MF12.524.004— 
9009DA5K.05.] 
3. Variability among ten talkers of word intelligibility in noise [with list of 
references]; by Barbara Kirk, Susan Marks and Russell L. Sargeant. 
Jan. 12, 1972. cover title, ili+13+[2] p. il. 4° [Research work unit 
M4305.08—3003DAC9.05. ] 
12194 . Design considerations for microphone-equip mouthpiece for Navy diver 
art A J. 8. Russotti and R. I. Sergeant. Jan. 14, 1972. cover 
title, ili 2) p. iL 4° [Research work unit MF 12.525.004— 
9010DA5 ten 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


12195 [Mandatory health and safety standards, surface coal mines and surface 
work areas of underground coal mines, supplementary pages.] [1972.] 
[18] p. 12° [Consists of Sec. 71, subparts A-G. Issued in looseleaf form.] 
+ @ Item 637-B I 28.16/2: H 34/supp.pages 


NARCOTICS AND DANGEROUS DRUGS BUREAU, Justice Dept. 
Washington, DC 20530 


BNDD personnel management series. 
1. So you want to be a supervisor? by D. Keith Baker. Feb. 1972. 20 p. il. f 
@ Item 968-E J 24 M4 16:1 


SCID-TR (series). 
6. Drug information sources, survey of selected drug-related repositories and 
information services [with bibliography ; by] Moshe Mangad, Elizabeth Fon 
[and] Susan Reed. Apr. 1972, [112] p. . do (Drug Control Division, Office o 
Scientific Support.) [BNDD controst/ender 60-1706 (71).1 t @ Item 


968-D 
L.C. card 72-602474 J 24.14: 6 


NATIONAL ACADEMY OF SCIENCES 
Washington, DC 20418 


12198 National Academy of Sciences, National Academy of Engineering, National 
Research Council, annual report, fiscal year 1968-69. Feb. 15, 1972. xv 
+414 p. il. [Also issued as S. doc. 62, 92d Cong., 2d sess.] * Paper, $2.00. 
@ Item 830 (clothbound) NA 1.1: 969 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


4th annual earth resources program review presented at Manned Space- 
craft Center, Houston, Tex., Jan. 17-21, 1972. [1972.] (MSC—05937.) + 
@ Item 830-2 NAS 1.47 : 972/v. (nos.) 
12199 v. 1. National Aeronautics and Space Administration programs [with list of refer- 
ences]. [521] p. il. 4° [Some illustrations are colored.] 
12200 __—svv«. 2. University programs [with lists of references]. cover title, [622] p. il. [Some 
illustrations are colored. ] 
12201 v. 3. U.S. Geological Survey programs [with lists of references]. cover title, [343] 
p. fl. 4° [Some illustrations are colored. 
12202 sv. 4. National Oceanic and Atmospheric Administration programs and U.S. Naval 
Research Laboratory programs — lists of references]. cover title, [510] 
p. ll. 4° [Some illustrations are colored. ] 
12203 v. 5. Agriculture and forestry programs [with bibliographies]. cover title, [291] 
il, 4° [Some illustrations are colored.] 
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NASA contractor report CR (series). NAS 1.26: (nos.) 


2025. Role of grain size and shape in atrenateoning @ of dispersion hardened nickel 
alloys [with list of references]; by B ileox and A. H. Clauer. Apr. 
1972. ili+27 p. il. 4° [Prepared under contract NAS 3—11167 by Bat- 
telle, Columbus, Ohio.] ¢ Paper, $3.00. 

2030. Investigation of relationship between meso- and synoptic-scale phenomena 
(with ite Ta bo ; by James R. Scoggins [and others]. June 1972. 
cover title, il. 4° [Prepared by Texas A & M University, 
Colle Station, Tex under contract NAS 8—25400.] © Paper, $3.00. 

2034. Comparison of optimal and noise-abatement trajectories of tilt-rotor air- 
eraft [with ite ea by F. H. Schmitz [and others]. May 1972. 
cover title, iv+164 p. il. 4° [Prepared b ang Company, Phila- 
delphia, Pa., under contract NAS 2-5025.] Pape’ 

2048. Ultimate wind sensing capabilities of jimsphere ona oe er rising balloon 
systems [with list of references]; by James K. Luers and Charles D. 

acArthur. June 1972. cover title, xii+102 p. il. 4° [Prepared under 
contract NAS 8~—2660 by University of Dayton, Research Institute, 
Dayton, Ohio.] Paper, $3.00. 

b Geometry and physical properties of exhaust clouds generated — static 

ome of S—1C and S—11 rocket engines i — TE Sune'1 ; by Richard 

‘orbes, Michael R. Smith and Ralph R. Farrell. June 1972. cover 
title, viit+99 p p. il. 4° [Prepared ~ grant NGL 25-001-32 by 
Institute of Environmental Sciences, Mississippi State University, State 
University, State College, Miss.] # Paper, $3.00. 

. Integration of NASA-sponsored studies on aluminum welding [with list of 
references] ; by Koichi Masubuchi. June 1972. cover title [324] p. il. 4° 
[Prepared by Massachusetts Institute of Technology, Cambridge, Mass., 
under contract NAS 8—24364.] # Paper, $6.00. 


12210 NASA educational publications. [Aug. 1972.] cover title, 11 p. 4° narrow &° 
+ @ Item 830-J NAS 1.9/2: Ed 8/972 


NASA SP (series). @ Item 830-I NAS 1.21 :(nos.) 


284. Analysis of Surveyor 3 material and Rotoqnen! hs returned by Apollo 12 
[with lists of references]. 1972. viii-+- 295 p. 3 pl. 4° (Scientific and 
Technical Information Office.) [Plates are b's pl * Paper, $4.00 
8/N 3300-0439). 

.C, card 70—-181874 

12212 294. Remote sensing of Chesapeake Bay, conference held at Wallops Station, Va., 

5-7, 1971, in ce —_ with State of Delaware, State of Maryland 
Commonwealth o irginia, Smithsonian Institution, [and] National 
Aeronautics and Space Administration [with bibliographies]. 1972. viili+ 
179 p. il. 4¢ (Scientific and Technical wee Otfice.) [Some illus- 
tration aon ecte) * Paper, $2.25 (S/N 3300-0431). 


L. 

5101. Welding and —S of nickel and oe base alloys, report [with list of 
references] ; by J. DB. Mortland Evans, and R. HB. Monroe. 1972. 
vii+82 p. iL rf (Technology Utilisation Office.) [Prepared under con- 
tract NASw-1842 by Battelle Memoria! Institute. Columbus Laboratories, 
eg Ohio.] : $1.00. 

C. card 78-17726 


NASA technical note TN (series). Paper, each, $3.00. 
NAS 1.14: D-(nos.) 


D-6704. Electrothermal oscillations and quasi-linear theory of electron enthalpy 
fluctuations in magnetohydrodynamic generators and eyo 
dynamic arc thrusters [with list of references]; by J rlin Smith. 
Mar. 1972. cover title, [1] +39 p. il. 4° 

D-6735. Procedure for estimating stability and control parameters from fii a 
test data by usi maximum likelihood yo 8 rns reek real- : 
digital system [with list of references] ; by Rand Grove, Ro 
L. ae and Stanley C. Mayhew. May 1972. cover title, ht 5s 

D-6753. yperscaie aerodynamics and en vehicles (wit aerothermodynamic mac 
actions for 2 lifting entr: fcles [with list of references] ; 
ree Zh Arrington and William C. oods. May 1972. cover title, 
{1]+ il. 4° 

D-6755. pothemanes ‘of aircraft tire under cyclic braking and of currently opera- 
tional antiskid braking system jie list of references] ; by John A. 
Tanner. May 1972. cover title, [1] +23 p. il. 4° 

D—-6833. Safe atmosphere entry of isotope heat source with le stable trim 
attitude at hypersonic s s [with list of references] ; by Lionel L. 

meg jr., and Raymond K. Burns. June 1972. cover ” title, vii+44 


Pp. 
D-6848. Apollo sapeatones report, development of guidance targeting techniques 


for command module and launch vehicle ; by Jerome Yencharis [and 
others]. June 1972. cover title, vi+31 p. il. 4° 

D—6854. Apollo experience report, —s asad by Robert D. Langley. June 
1972. cover title, vi+45 p 

D—6855. Apollo cnperaee report, real-time auxiliary comeing facility ee 
ment ; by Charles B. Aliday. June 1972. cover title, [1]-+11 p. iL 
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NASA technical translation TT (series). 


12222 F-684. Phy Seg ete of rocks at high temperatures [with list of references] ; 
Dmitriyev [and others]. June 1972. cover title, vii+193 il. 
a [Translation of Fizicheskiye svoystva gornykh porod pri vyso ‘ikh 
temperaturakh. Nedra Press, Moscow, 1969. ® Paper, $3.00. 
NAS 1.13/2: F-684 


12223 Opportunities for participation in space flight investigations, NHB 8030.14, 
Memorandum change 40. Mar. 3, 1972. 2 p. 4° * Paper, $1.75 (including 
basic handbook and supplementary material for one year) ; 50c. addi- 
tional for foreign mailing. @ Item 830-F NAS 1.18: Sp 1/2/ch.40 


[This entry number not listed.] 


NATIONAL ARCHIVES AND RECORDS SERVICE, General Services 
Administration, Washington, DC 20408 


Special list. 

12225 $1. List of pre-1840 Federal District and Circuit court records; compiled by 
R, Michael McReynolds. 1972. vii+11 p. 4° [Based on Report on evalua- 
tion and procedure for project to microfilm pre-1840 Federal Court records 
by Irwin 8. Rhodes.] 

L.C. card 72—600045 GS 4.7: 31 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


Building science series. 
42. Design loads for inserts embedded in concrete [with list of references] ; by 
T. W. Reichard, B. F. Carpenter, and E. V. Leyendecker. May 1972. 
v+23+([1] p. il. 4° * Paper, 35c. (S/N 0303-0965). @ Item 241-A 
L.C. card 75—-189154 C 13.29/2: 42 
7 National Bureau of Standards at a glance. Feb. 15, 1972. cover title, 48 p. 
oblong 48° + C 13.2: N 21/7/972 


NBS Electricity Division, calibration, research [and] consultative services. 
June 1972. cover title, 16 p. il. narrow 8° (Institute for Basic Stand- 
ards.) [Text on p. 2-3 of cover.] f C 13.2: El 2/5 


NBS frequency and time satellite experiment [with list of references]. 
[1972.] 8p. il. 4° ¢ C13.2:S8a8 


Special publications. @ Item 247 C 13.10: (nos. ) 
12230 260—37. Standard reference materials : Methods of analysis of NBS clay standards 
[with list of references; by] J. I. Shultz [and others]. June 1972. 
vili+77 p. 4° * Paper, 75c. 
L.C. card 72—600062 
Precision measurement and calibration, selected NBS papers [with 
bibliographies}: v. 9, Colorimetry; Isadore Nimeroff, editor. June 
1972, xiv+442+ [1] p. il. 4° [Compilation of previously published 
papers by staff, National Bureau of Standards, including selected 
abstracts by NBS and non-NBS authors. Includes official SI unit names 
and symbols list and conversion table on p. 3 of cover.] * Cloth, $5.50 
(S/N 0303-0917). 
Publications of National Bureau of Standards: supp. 3, 1971 catalog, com- 
pilation of abstracts and key word and author indexes; [by] Betty L. 
Oberholtzer. July 1972. iii+338+[1] p. 4° [To qooomnesy National 
Bureau of Standards Circular 460, its supplement, Miscellaneous publi- 
eation 240, its supplement, — publication 305 ; and its supplements 
1 and 2. Edge index on p. 40 ecover.] * Paper, $3.00. 
L.C. card 48-47112 


Technical notes. @ Item 249-A C 13.46 : (nos.) 


12233 614. Longitudinal magnetoresistance in polar semiconductors [with list of ref- 
eels by] Robert L. Peterson. Apr. 1972. iii+43+ [1] p. il. 4° * Paper, 


12234 715. Tabulation of published data on electron devices of U.S.S.R. through Dec. 
by] Charles P. Marsden. June 1972. x +87+ [11] p. il. 4° Super- 
a F echnical note 526.] * Paper, $1.00 (S/N 030 9). 
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12235 719. Simple correction procedure for quantitative electron probe microanal oo 
[with lists of references; by] Kurt F. J. Heinrich [and others]. 
1972. [2]+50+ [1] p. il. 4° [Supersedes and extends NBS Technical 
note 521.) * Paper, 55c. (S/N 0303-0984). 


NATIONAL CENTER FOR HEALTH STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


Vital and health statistics: Series 14, Data on national health resources. 


12236 4. Inpatient health facilities as reported from 1967 MFI io CbHEW list of 
references; by Alvin Sirrocco]. June 1972. iv+40 p. 4° EW publica- 
tion (HSM) 72-1065 ; i of Health Resources Statisties|.) LF [Prepared 
in cooperation with Bureau of Census.) * Paper, 

L.C. card 74—179934 HEY: 20. 2210+ “74 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


Fair hearings in public assistance, Jan._June 1971. May 22, 1972. 5+-[13] p. 
4° (DHEW publication (SRS) 72-082538; NCSS report E-8.) [Issued 
with perforations.] f HE 17.644: 971 


NATIONAL GUARD BUREAU, Defense Dept. 
Washington, DC 20310 
NGB pamphlet. 


12238 310-10. Military publications, administrative guidance for Army National Guard. 
Dec. 10, 1971.] cover title, [31] p. il. 4° [Issued with perforations. 
~~. NGB pamphlet 310-10, Feb. 15, 1970, str all 

changes.] tf D12 310-10 


NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION 
Transportation Dept., Washington, DC 20591 


12239 Federal motor vehicle safety standards and regulations, supp. 18, Apr. 26, 
1972. [1972.] [18] p. il. 4° [Issued in looseleaf form.] * Paper, $8.00 
(including basic manual and supplementary material for an indefinite 
period) ; $2.00 additional for foreign mailing. @ Item 982—D-3 

TD 2.206: M 85/969-2/supp.18 


Multidisciplinary accident investigation, DOT HS (series). 

12240 600-779. Monarch Pass, Colo. schoolbus crash; [by E. Flamboe, J. M. Keryeski, 
and D. Bischoff]. Mar. 1972. cover title, vii+s—12+ 110 p. il. 4° 

# Paper, $3.00. TD 8.11: 600-779 

12241 Traffic records survey of local government agencies, final report [with list 
of references]. Jan. 1972. cover title, iv+31+4A-24 p. il. 4° (DOT/HS-— 

800 639.) [Prepared under contract HS—021-1-182 by Safety Management 
Institute, Washington, D.C.] ft TD 8.2: L78 


NATIONAL INSTITUTE OF ARTHRITIS AND METABOLIC 
DISEASES, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


242 Workshop on gastrointestinal sorbents in uremia, Jan. 19, 1971, Bethesda, 
Md. [with list of references] ; editors Peter C. Donshik [and] Keatha K. 
Krueger. [1972.] [5]+178 p. il. 4° (DHEW publication (NIH) 72-78; 
Artificial kidney chronic-uremia program.)  ¢ @ Item 507—A-25 

HE 20.3302 : Ur 2/2 


NATIONAL INSTITUTE OF CHILD HEALTH AND HUMAN 
DEVELOPMENT, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


Behavioral sciences & medical education, report of 4 conferences. [1972.] 
v+183 p. (DHEW publication (NIH) 72-41.) * Paper, $1.00 (S/N 
1746-0011). @ Item 506-D-2 
L.C. card 72-602467 HE 20.3352 : B 39 
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NATIONAL INSTITUTE OF MENTAL HEALTH, Health, Education, 
and Welfare Dept., Chevy Chase, MD 20015 


12244 Careers in psychiatry, mental health career development program in psy- 
chiatry. [1972.] [2]+12 p. il. ((DHEW publication (HMS) 72-9144.]) 
+ @ Item 507-B-5 HE 20.2402 : P 95/7 


Crime and delinquency topics, monograph series. (Center for Studies of 

Crime and Delinquency.) 

Criminal statistics; [prepared by Eugene Doleschal with assistance and back- 
ground material provided by Leslie T. Wilkins]. [1972.] ili+27 p. ([DHEW 
tes (HSM) 72-9094.}) * Paper, 25c. @ Item 5 7-B-13 Sea a re 

.C. card 72—602425 HE 20.2420/3: St 2 

12246 First special report to U.S. Congress on alcohol and health from Secretary 
of Health, Education, and Welfare, Dec. 1971 [with lists of references ; 

edited by] Shirley Sirota Rosenberg [and others]. [Revised edition.] 

Dec. 1971 [published 1972]. [6]-+x+121 p. il. 4° ([DHEW publication 

(HSM) 72-9099. National Institute on Alcohol Abuse and Alcoholism. ]) 

* Paper, $1.50 (S/N 1724-0198). © Item 507-B-5 

L.©. card 73—189814 HB 20.2402: Al 1/8 


7 Guide to drug abuse education & information materials. [1972.] [2]+42 
+[2] p. il. 4° ([DHEW publication (HSM) 71-9077.]) [Includes loan 
request and order forms.] * Paper, 50c. (S/N 1724-0216). ©@ Item 
507-B-10 HE 20.2408 : D 84/972 


> National directory, drug abuse treatment programs, 1972; by Deena D. 
Watson. [1972.] ix+381 p. 4° [Prepared by Institute of Behavioral 
Research, Texas Christian University, Fort Worth, Tex., under contract 
HSM 42-70-37.] * Paper, $2.75. @ Item 507-B-5 

HB 20.2402 : D 84/18/972 


12249 National Institute of Mental Health support programs; [prepared by Office 
of Communications]. [Revised 1972.] [1972.] v+54 p. oblong 12° 
({DHEW publication (HSM) 72-9044.]) * Paper, 60c. (S/N 1724 
0230). @ Item 507—B-6 (Rev. 1969) HE 20.2412 : 972 


Recent advances in studies of alcoholism, interdisciplinary symposium, 
sponsored by National Center for Prevention and Control of Alcoholism, 
June 25-27, 1970 [with lists of references]; editors, Nancy K. Mello 
{and] Jack H. Mendelson. [1971.] xviii+920 p. il. ([Publication (HSM) 
71-9045; National Institute on Alcohol Abuse and Alcoholism.]) 
* Paper, $3.75. @ Item 507-B-5 
L.C. card 72-602419 HE 20.2402: Al 1/5 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


NIH publications list. July 1972. vii+41 p. (DHEW publication (NIH) 
72-7; Publications and Reports Branch, Office of Information, Office of 
Director.) ¢ @ Item 506-A HE 20.3009 : 972 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


12252 Decisions and orders of National Labor Relations Board, v. 176, May 21- 
June 25, 1969. 1971. xiii+1105 p. il. 4° * Cloth, $9.50. @ Item 826 
LR1.8: 176 


NATIONAL LIBRARY OF MEDICINE, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


12253 Index to Report of Secretary’s Commission on Pesticides and Their Rela- 
tionship to Environmental Health [with bibliography]; by Sharon L. 
Valley. [1972.] [5]+310 p. ([ DHEW publication (NIH) 72-269] ; Toxi- 
cology Information Program.) * Paper, $1.25. @ Item 508-D 
HE 20.3602 : P 43 
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NATIONAL MARINE FISHERIES SERVICE, Commerce Dept. 
Washington, DC 20230 


Current fisheries statistics. + @ Item 610-A C 55.309/2 : (nos.) 


12254 5883. Processed fishery products, annual summary 1970. June 1, 1972. 48 p. il. 4° 
12255 5904. Fish a“, fish portions, and breaded shrimp, annual summary, 1971. 
Mar. , 1972. 8p. 4° (NOAA XCFSA-5904 MF-5.) 


NATIONAL OCEAN SURVEY, Saamneres Dept. 
Washington, DC 30235 


12256 Nautical chart catalog 2, United States, Pacific Coast, including Hawaii, 
Guam, Samoa Islands, charts, tide tables, coast pilots, current tables, 
tidal current charts. Apr. 1972. [2] p. il. oblong f° folded into 8° size. + 
C 55.418 : 2/972 
12257 United States coast pilot 2, Atlantic Coast, Cape Cod to Sandy Hook, 7th 
(Sept. 24, 1966) edition, 6th supplement. Jan. 1, 1972. 43+ [2] p. 4° 
[Supersedes all previous supplements and incorporates changes reported 

from Sept. 24, 1966 through Notice to mariners 1, Jan. 1, 1972.] 7 
C 4.6/1: 2/7/supp.6 


12258 United States coast pilot 5, Atlantic Coast, Gulf of Mexico, Puerto Rico, 
and Virgin Islands, 6th (Apr. 29, 1967) edition, 5th supplement. Jan. 1, 
1972. 64 p. 4° [Changes reported to NOS from Apr. 29, 1967 through 
Notice to Mariners 1, Jan. 1, 1972.] + @ Item 204 C©4.6/4:5/6/supp.5 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION 
Commerce Dept., Washington, DC 20235 


NOAA technical report. (Environmental Research Laboratories, Boulder, 
Colo. ) 
PRL 232-POL 10. RP-—1—OC-71 Northeast Pacific geophysical survey [with list of 
references ; by] H. R. Stevens, jr. Jan, 1972. iv+91 p. il. 4° 
* Paper, $i. 00. @ Item 208-B-7 
C 55.13 : ERL 232—POL 10 


Welcome aboard [Ocean Survey Ship] Oceanographer. as it -S s..-2 
Oc 2/2 


NATIONAL PARK SERVICE, Interior Dept. 
Washington, DC 242 


Excavation of Arkansas Post Branch of Bank of State of Arkansas, 
Arkansas Post National Memorial, Ark. [with bibliography] ; by John W. 
Walker. [1971.] xiv+255 p. il. 4° (Southeast Archeological Center, 
Division of Archeology, Office of Archeology and Historic Preserva- 
tion.) ¢f 
L.C. card 79-614270 129.2: Ar4k 


12262 Fort Laramie National Historic Site, Wyo. [Revised 1972.] [1972.] [2] p. il. 
oblong 8° folded into narrow 24° size. ¢ @ Item 650 
1 29.21: F 77 1/2/972 


12263 Glacier National Park, Mont., United States Section, Waterton Glacier 
International Peace Park. [Revised 1972.] [1972.] [2] p. il. oblong 
large 8° folded into narrow 24° size. + @ Item 651 129.6: G 45/20/972 


Great Smoky Mountain National Park, N.C. and Tenn. [Revised 1972.] 
tere. ] [2] p. il. oblong large 8° folded into narrow 24° siz. + @ Item 
I 29.6: G 79/10/9772 


12265 BE AGES National Historical Park, home and office of William Duane, 
publisher of the Aurora, Philadelphia, Pa., historic structure report, 
historical data section; by John D. R. Platt. Feb. 1971. [1]+-v+51 p. il. 
4° (Office of History and Historic Architecture, Eastern Service Cen- 
ter.) [Includes bibliographical footnotes.] t 
L.©. card 72-616083 129.2: D 85 
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12266 National Visitor Center, Status 2. [Mar. 1972.] [16] p. il. oblong 8° [Text 
and illustrations on p. 2-4 of cover.] ¢ @ Item 648 I29.2: V 82/2/972 


12267 Sequoia and Kings Canyon National Parks, Calif. [1972.] [2] p. il. oblong 
large 8° folded into narrow 24° + @ Item 651 I 29.6: Se 6/14/972 


12268 Theodore Roosevelt Inaugural National Historic Site, N.Y. [1972.] [2] 
p. il. oblong large 8° folded into narrow 24° size. + @ Item 650 
I 29.21 : T 34/5/9772 


NATIONAL PORTRAIT GALLERY, Smithsonian Institution 
Washington, DC 20560 


12269 If elected, unsuccessful candidates for Presidency, 1796-1968 [with bibliog- 
raphy ; by] Lillian B. Miller [and others]. 1972. 512 p. il. 4° [Publication 
covers exhibition organized by and for National Portrait Gallery.] 
* Stiffboard, $9.50 (S/N 4706-0008). SI 11.2: P 92/2/796-968 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


12270 Initial reports of Deep Sea Drilling Project. [Project planned and carried 
out with advice of Joint Oceanographic Institutions for Deep Earth 


Sampling (JOIDES).] 

v.11. Covering leg 11 of drilling vessel Glomar Challenger, Miami, Fla. to 
Hoboken, N.J., Apr.—June 1970 [with lists of references; by] Charles D. 
Hollister [and ot oxal. [June 1972.] xxii+ 1077 p. il. 9 pl. 4° [Illustrated 
lining papers in color. Prepared for National Ocean Sediment Coring 
Program under contract C-482 by University of California, Scripps Insti- 
tution of Oceanography. Accompanied by notice of re ath sequence for 


remaining volumes.] [One plate is colored.] "=e #0 -. @ Item 
834-C D 36/2/v.11 


12271 Publications of National Science Foundation- [June 1972.] 11 p. ({NSF 
72-6].) ¢ NS 1.13: P 96/972 


NATIONAL TRANSPORTATION SAFETY BOARD, Transportation 
Dept., Washington, DC 20590 


Aircraft accident report NTSB-AAR (series). & Paper, $20.00 a yr. ; $5.00 
additional for foreign mailing ; single copy, $3.00. 

72-7. Trans World Airlines, Inc., Boeing 707, N6729TW and American Airlines, 
Inc., Boeing 707, N8432 near Phillipsburg, Pa., June 11, 1971; adopted 
Dec. 29, 1971, erratum, Mar. 22, 1972.1 p.4° (SA-—none; file 1-0010.) ¢ 

72-13. Eastern Air Lines, Inc., McDonnel Douglas 0C—-9-31, NS94E, and Cessna 
model 206, N2110F, Raleigh-Durham Airport, Raleigh, N.C., Dec. 4, 
1971; Wim Apr. 5, 1972. [1972.] iv+10 p. 4° (SA-—none; file 
1—0021.) (Errata, 1 p. issued also.) 

72-14. Pan American World Airways, Inc., Boeing 747-121, N739PA, near Nan- 
tucket, Mass., Nov. 4, 1970; May 3, 1972. [1972.] iv+14 p. 4° (SA- 
none ; file 1-6001. ) 

72-15. Chicago & & Southern Airlines, Inc., Beech E18S (ATECO WESTWING II), 

Peoria, Ill., Oct. 21, 1971; adopted Apr. 19, 1972. [1972.] 
ili+ 27° p. il. 4° (SA-430 ; file 3-0380.) 


12276 Aircraft safety and accident investigations, Isabel A. Burgess, Member of 
Board, National Transportation Safety Board, addressing American 
Institute of Aeronautics and Astronautics, Sunnyvale, Calif., Mar. 23, 
1972. [1972.] [1]+9 p. 4° f¢ TD 1.110: B91/8 


Midair collision problem, [address] by John H. Reed, Chairman, National 
Transportation Safety Board, as moderator of Panel on Collision Avoid- 
ance Systems at 34th Annual News Conference of Aviation/Space Writers 
Association, May 21-25, 1972, New York City. [1972.] [1]+4 p. 4° 

TD 1.110: R 25/27 

NTSB AAS (series). & Paper, each, $3.00. TD 1.121: 72—(nos.) 

72-2. Special study : Passenger survival in Seredet Sone. critical case review 
{with list of references]. Apr. 5, 1972. v+- 26 p. il. 4° 


72-3. at 7 study: Emergency landing techni ques in Le fixed-wing aircraft 


h list of — by Gerard M. Bruggink] ; adopted Apr. 5, 1972. 


[1972.] v+9 p. 
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12280 Preliminary analysis of aircraft accident data, U.S. civil aviation, 1971. 
[1972.] v+45 p. 4° (NTSB-APA-72-1.) Paper, $3.00. 

TD 1-113/6: 971/prelim. 

12281 Remarks by John H. Reed, Chairman, National Transportation Safety 

Board, before Spring Conference Luncheon, National Association of 

State Aviation Officials, Washington, D.C., May 24, 1972. [1972.] [1]+6 

= F TD 1.110: R 25/28 


NAVAL OBSERVATORY, Defense Dept. 
Washington, DC 20350 


12282 Air almanac, 1972, Sept—Dec. 1972. [1972.] 484-784+F4+A84 p. il. 4° 
[Text on p. 24 of cover. The F4 pages of collation consist of Naviga- 
tional star chart mounted on cloth, with Stars, Sept.—-Dec- 1972. Inter- 
polation of G.H.A., Interpolation of moonrise, moonset, and Star index 
on verso. Produced jointly by Nautical Almanac Office, Royal Greenwich 
Observatory, and by Nautical Almanac Office, U.S. Naval Observatory. 
Printed separately in England and United States.] * Stiffboard, $4.25. 
@ Item 393 D 213.7 : 972/38 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


Publication. 
12283 112. Change 25, May 27, 1972, List of lights and fog signals, western Pacific one 
Indian Oceans including Persian Gulf and Red Sea. [1972.] [342] p. 
[Includes list of effective pages and Notice to mariners 22, 1972. Issued in 
looseleaf form.] f Paper, 5 @ Item 378 (Rev. ae 4 
D 203.22 : 112/ch.2 


NAVAL ORDNANCE SYSTEMS COMMAND, Defense Dept. 
Washington, DC 20360 


Naval Weapons Laboratory, Dahlgren, Va.: NWL technical report TR. tf 
D 215.14 : (nos. ) 
2571. Lunar-solar effects on 60,000 nautical mile SOLRAD-HI satellite; [by] 
Robert Mueller. May 1971. [1] +iii+ 31+ [3] p. il. 4° 
2645. Auxiliary programming for FORTRAN topographic system [with bibliog- 
raphy]; by A. V. Hershey. Oct. 1971. [33] p. 4° 


Reliability decision and control, reliability guides. June 30, 1970. [288] p. 4° 
(NAVORD OD 44622, v. 1.) [Issued with dividers showing section num- 
bers and titles.] * Paper, $5.00 (S/N 0800-0158). D 215.6: R 27/2/v.1 


Reliability test and evaluation, reliability guides [with bibliography]. 
Oct. 29, 1971. [322] p. il. 4° (NAVORD OD 44622, v. 2.) [Issued with 
dividers showing section numbers and title.] * Paper, $6.00 (S/N 0800— 
0169). D 215.6/2: R 27/2/v.2 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


NRL report. (Naval Research Laboratory.) D 210.8: (nos.) 


7281. Fracture-safe design of aluminum and titanium alloy structures [with list 
of references; by] R. J. Goode and R. W. ang jr. Feb. 14, 1972. cover 
title, ii+32 D. il. 4° [NRL problem M01-—24, project RR 022-01-46— 
5432.] # Paper, $3.00 (AD 738425). 

7364. Second thoughts on parallel processing [with list of references ; by] John EB. 
snore. Dee. 30, 1971. cover title, ii+14 p. il. 4° Paper, $3.00 (AD 

384 " 

7366. Analysis of SS in electron-beam-irradiated semiconductor 
diodes [with list of references; by] George A. Haas. Mar. 31, 1972. cover 
title, 1i+30 p. il. 4° Paper, $3.00 (AD 741205). 

7370. ve. Hayes Op AGOR 16), U.S. Navy oceanographic research ship; [by] 

McClinton. Apr. 7, 1972. cover title, 11+50 p. il. 4° ae problem 

R034 project R 05-552—402. ] # Paper, $3.00 (AD 740748 

7371. Stress-corrosion a of oe: -strength steels and titanium alloys (ete 
list of references ; Judy, jr., and R. J. Goode. Mar. 13, 1972. 
cover title, 3 30 bay rn [NRL problem M01-—25, project RR 022-01- 
46-5432. ] ‘aper, $5.00 (AD 740749) 
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NRL reports—Continued 
12293 7372. Impact of petroleum spills on chemical and physical properties of air/sea 
interface [with list of references; by] Wil ane D. Garrett. Feb. 16, 1972. 
ore title, 1i+-18 p. il. 4° [NRL problem G02—03; project RR 131-03— 
—§5907.] Paper, $3.00 (AD 738423). 

7374. Crack: growth resistance ew of high-strength sheet alloys [with 
list of references ; by] C. N. Freed, M. Sullivan, and J. Stoop. Jan. 31, 
sere. cover title, 1i+30 p. il. 4° tH problem M01-24; creject RR 

022-01-46-5431.] Paper, $3.00 (AD 738424). 

7390. ae an unknown process 7.5 using randomly chosen inputs [with 
list of references; by] Harold Stalford $34 Joseph Kullback. Apr. 10, 
1972. cover title +12 p. il. 4° # Paper, $3.00. 

7391. Wettability and detection of fluorescent barrier films [with list of ref- 
erences; by] Vincent G. FitzSimmons and Blaine G. Shafrin. Mar. 31, 
1972. cover title, 11+16 p. il. 4° Paper, $3.00 (AD 741206). 


ONR report ACR-(series). 
181. Ocean Science and Technology Division report availability note sprin 
1972. [1972.] cover title, 11+218 p. 4° f¢ D 210. ACR-18 


NAVAL TRAINING SUPPORT COMMAND, Defense Dept. 
Washington, DC 20390 


Aviation support equipment technicians H 3 & 2 [with reading list; pre- 
pared by Navy Training Publications Center, NAS Memphis, Millington, 
Tenn.] [1972 edition.] [1972.] cover title, iv-+525 p. il. 4° (Rate train- 
ing manual; NAVTRA 10316-A.) [Some illustrations are colored.] 


@ Item 404 
L.C. card 72-602421 D 207.208: Av 5/3/972 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


12299 Remarks of Harold Russell, Chairman, President’s Committee on Employ- 
ment of the Handicapped before 59th annual IAPDS Convention, New 
Orleans, La., June 14, 1972. [1972.] 7 leaves, 4° + President’s Committee 
on Employment of Handicapped, 7131 Department of Labor Building, 
Washington, DO 20210 Prbx 1.10/2: R 91/10 


PRISONS BUREAU, Justice Dept. 
Washington, DC 20537 


Federal Bureau of Prisons statistical report, fiscal years 1969 and 1970; 


prepared by Information Systems Branch. [1972.] [1]+181 p. il. 4° ft 
J 16.23/5 : 969-70 


National prisoners statistics, NPS bulletin. 
47. Prisoners in State Ss Federal institutions for adult felons, 1968-70. Apr. 
1972. [3] +42 p.4° f J 16.23: 47 


PUBLIC BUILDINGS SERVICE, ae Services Administration 
Washington, DC 20405 


2 Proceedings, reconvened international conference on fire safety high-rise 
buildings, Oct. 5, 1971. cover title, [286] p.il.4° + 
L.O. card 72-601601 GS 6.2: F 51/971-2 


PUBLIC DOCUMENTS DEPARTMENT, Government Printing Office 
Washington, DC 20402 


Price list PL (series). 
Comggesere, professions, — dob Gogestetens; June 1972. at edition. 
(1972.] [1]+27p. tf @T GP 3.9: 33 A/21 


RAILROAD SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Railroad accident investigation: Summary reports. ¢ 'TD3.110/2:(nos.) 
14. Southern Pacific Transportation Company, Shumla, Tex., Mar. 3, 1971. 


{1972.] 5 p. 4° 
17. —Ts and Nashville Railroad Co., Saxton, Ky., Apr. 8, 1971. [1971.] 
D. P 


*For Sale by Superintendent of Documents 
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RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


Power O. and M. report, field review of maintenance. { 

12306 Communication and control systems: Central Valley peeteat region 2; [by P. R. 
Hanson]. Oct. 1971. cover title, 10 p. il. 4° (Division of Power Operation and 
Maintenance, Engineering and Research Center.) [Issued with perforations.] 

1 27.45/2: C 33/2 

12307 Colorado River stora project, region 4; [by P. R. Hanson]. cover title, 
7 p. il. 4° (Division of Power Operation and Maintenance, Engineering and 
Research Center.) [Issued with perforations. ] 1 27.45/2:C 71/4 

12308 Region 6; [by P. R. Hanson]. July 1971. cover title, 8 p. 4° (Division of 
Power Operation and Maintenance, Engineering and Research Center.) [Issued 
with perforations. I 27.45/2: C73 

12309 South Platte River projects, North Platte River projects, region 7; [by 
P. R. Hanson]. Aug. 1971. cover title, 8 p. il. 4° (Division of Power Operation 
and Maintenance, Engineering and Research Center.) [Issued with 
tions. ] I 27.45/2: 808 

12310 Mechanical equipment: Central Valley Project, » « 2 [by L. M. Johnstone]. 
Dec. 1971. cover title, 9 B. il. 4° (Division of Power Operation and Main- 
tenance, Engineering and Research Center.) [Issued with eee CIT + 33/3 

12311 Pick-Sloan Missouri Basin project, region 6; (by L. M. Johnstone]. [Sept. 
1971. cover title, 7 p. il. 4° PDtvision of Power Operation and Maintenance, 
Engineering and Research Center.) [Issued with perforations.] I 27.45/2: P58 

12312 akima project, Columbia Basin preject, Hungry Horse project, Minidoka 
project, Boise project ; Mechanical and electrical am, Rogue River Basin 
project, region 1; [by L. M. Johnstone]. Apr. 1971. cover title, 14 p. 6 pl. 4° 
jot of Power Operation and Maintenance, Engineering and Research 

enter.) [Issued with perforations. ] 127.45/2:¥1 


Power O. and M. report, field review of operation and maintenance. 
12318 Electrical equipment. Colorado River oeege project, [and] Provo River project, 
region 4; [by D. J. Voelker]. Sept. 1971. cover title, 4 p. il. 4° (Division of 
Power Operation and Maintenance, Engineering and Research om) [Issued 
with perforations.) I 27.45/3: C 71/3 
Wyoming part of Oregon Trail division, Pick-Sloan Missouri Basin Pro- 
gram, Wyoming-Nebraska, reappraisal of water and related land re- 
sources. June 1971. cover title, vi+85-+ [39] leaves, il. 6 pl. 4° Fae 
127.2: 0r3 


SECRET SERVICE, Treasury Dept. 
Washington, DC 20220 


12315 Physical fitness program ; prepared by United States Secret Service Train- 
ing Division. [1972.] cover title, 28 p. il. 4° [Illustrations on p. 2 and 3 
of cover.] * Paper, 40c. @ Item 974 T 34.8: P56 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


Securities traded on exchanges under Securities exchange act of 1984, also 
of Dec. 31, 1971. cover title, [1]+iii+-98 p. 4° f¢ SBE 1.16: 971 


SELECTIVE SERVICE SYSTEM 
Washington, DC 20435 


Draft information series. 


Lottery and class 1-H, further explanation. [1972.] 16 p. i. *t @ Item 1077-C 
¥3.S8e4:25L91 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


12318 Heonomic opportunity loan program. [Feb. 1972.] 2 p. large 8°, folded into 
oblong 48° size. ( [Office of Public Information; OPI-22.]) + @ Item 
901-B SBA 1.2: Ec 7/6/972 


12319 Small Business Administration publications: Free management assistance 
publications. Mar. 1972. [4] p.4° (SBA115A) ¢ @ Item 901-N 
SBA 1.18 : 972-2 
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SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Farmers, how to report your income for social security. [Apr. 1972.] 7 p. il. 
narrow 8° ([{DHEW publication (SSA) 72-10025.]) * Paper, 10c. (S/N 
1770-0187). @ Item 516 HE 3.2: F 22/4/972 

From social security survey of institutionalized adults, 1967, report. (Office 
of Research and Statistics.) 

3. Economie resources of institutionalized adults; by Philip Frohlich. Apr. 1972. 
1]+25 p. 4° (DHEW pub. (SSA) 72-11714.) ft HE 3.54/3:3 

If you become disabled. [Feb. 1972.] 32 p. oblong 48° ([DHEW publication 
(SSA) 72-10029.]) ¢ @ Item 516 HE 3.2: D 68/6 


Office of Research and Statistics: Staff paper. 

10. Redistributive effects of transfer payments among age and economic status 
Cg {with list of references]; by Benjamin Bridges, jr. [Oct. he 
vi+33 p. 4° (DHEW publication (SSA) 72-11850.) ft HE 3.56: 10 
Preliminary findings from survey of new beneficiaries, report. 

8. Work limitations of men newly entitled to retirement benefits; [by Leonard 

Rubin]. May 1972. [1]+11+ [14] p. 4° (DHEW public: ation, (nes) 72- 


9 


11711; Office of Research and Statistics.) f 5 3.46/2:8 
Prescription drug data summary 1971. [1972.] v+45 p. (SS publication 
59-71 (5-71); Office of Research and Statistics.) + HE 3.2: D 84 
Research and statistics note, 1972 (series). (Office of Research and 


Statistics. ) 
6. a care price changes, 1967-71; by Loucele A. Horowitz. Mar. 24, 1972. 
2p. il. 4° (DHEW publication (SSA) 72-11701.) + HE 3.28/2: 972/6 


7 Social security disability applicant statistics, 1967, applicants for disabled 


12328 


12329 


12330 


12331 


worker and childhood disability cash benefits and related protection 
under old-age, survivors, disability, and health insurance. [1971.] vi+86 
p. 4° (SS publication 35-71 (5-71) ; Office of Research and Statistics.) 
[Map on p. 2 of cover.] ¢ HE 3.2: D 63/7 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


Lackawanna County, Pa., interim soil survey report, v. 1: Soil interpreta- 
tions; by Donald B. Holzer, Edward H. Sautter, Samuel A. Browning. 
Hyattsville, Md., 1971. [4]+130+G-7 p. il. 4° [Prepared for Lacka- 
wanna County Planning Commission and other cooperating agencies. 
Text on p. 2 of cover.] f A 57.2: L11/v.1 


Minimum tillage. [Fort Worth, Tex. Dec. 1971.] 4 p. il. narrow 8° f 
A 57.2: T 46 


Quality conservation means quality living in North Carolina. [Revised Jan. 
1972.] [Fort Worth, Tex. 1972.] [12] p. il. 4 ft A 57.2: N 81 ¢/4 


Soil Conservation Service, progress report [Arkansas]. [Revised Feb. 1972.] 
Little Rock, Ark., Feb. 1972. [1]+24 p. il. map 4° [Map is colored.] f 
A 57.1/3: Ar4 


2 Soil survey: Otero County, Colo. [with list of literature cited; by Roy J. 


Larsen and others]. Mar. 1972. cover title, [1]+84 p. il. 92 p. of pl. and 
maps, 4° [Prepared in cooperation with Colorado Agricultural Experi- 
ment Station. Text on p. 2 of cover. One map is colored.] * Paper, $4.75. 
@ Item 102 (Rev. 1957) A 57.38: Ot 2 


3 Water, Connecticut resource, report of watershed activities. Storrs, Conn., 


12334 


1971. [19] p. il. 4° ¢ A 57.2: C 76/15 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


Refuge leaflet. 
115. Birds of Arrowwood National Wildlife Refuge. [Apr. 1972.] 13>, narrow 12° 
* Paper, 25c. @ Item 612-C 49.44: 115/3 


*For Sale by Superintendent of Documents 
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tOfficial Use. Not Available 





SerremBer 1972 


STATE DEPARTMENT 
Washington, DC 20520 


Background note. ( [Office of Media Services, Bureau of Public Affairs. ]) 
{Issued with perforations.] * Paper, $3.50 per yr., $3.00 additional for 
foreign mailing ; single copies, each, 10c. @ Item 862-B 


12335 Federal Republic of Austria [with reading list]. [Revised Apr. 1972.] {197 2.) 
6 p. il. 4° ({Publication 7955.]) § 1.123: Au 7/972 


12336 Telephone directory, State Department, International Development Agency, 
Arms Control and Disarmament Agency. May 1972. cover title, xii+170+ 
[10] p. il. 4° [Text on p. 24 of cover.] * Paper, $1.50. 5S 1.21: 972-2 


Treaties and other international acts series. * Paper, $15.00 a yr. (ap- 
proximately 150 issues), $7.00 additional for foreign mailing; single 
copies vary in price. (Issues of $1.00 or more are not furnished as part 
of the subscription). @ Item 899 S 9.10: (nos.) 


7236. Universal Postal Union, money orders and postal travelers checks, agree- 
ment and detailed regulations between United States and other govern- 
ment, done Tokyo, Nov. 14, 1969; [entered into force Dec. 31, 1971]. 
{1972.] [2] +142 p. [English and French.] * Paper, 75c. 

. Tracking station, agreement between United States and Canada, effected 
by exchange of notes, signed Ottawa, Dec. 20, 1971 and Feb. 33, 1971; 
{entered into force Feb. 23, 1972). [1972.] [2]+7 p. [English and 
French.] * Paper, 10c. 

12339 82. Double taxation, earnings from operation of ships and aircraft, agreement 
between United States and Republic of China, effected by exchange of 
notes, signed Taipei, Feb. 8 and 26, 1972; entered into force Feb. 26, 
1972]. [1972.] [2]+8 p. [English and Chinese. ] * Paper, 10c. 

. Atomic energy, application of safeguards pursuant to non-proliferation 
treaty, protocol between United States, Denmark and International 
Atomic Energy Agency, suspending agreement of Feb. 29, 1968, signed 
Vienna, Mar. 1, 1972. [1972.] [2]+2p. * Paper, 10c 

. Atomic energy, application of safeguards pursuant to non-proliferation 
treaty, protocol between United ya - bo Yr se Atomic Energy 
Agency, suspending agreement of Ju gned Vienna, Mar. 1, 
1972] [entered into force Mar. 1, 1972). Viet) ray 3p. * Paper, 10¢. 

. Whaling, amendments to schedule to International Whaling Convention of 
1946, adopted at 23d meeting of International Whaling Commission 
Washington, June 21-25, 1961; [entered into force Oct. 5, 1971, except 
2 porserees, 8(j), which entered into force Jan. 8, 1972]. [1972.] 

p. *Pa x 

, spheiat fund for ab agrarian reform education, agreement between 
United States and Philip ines, effected by exchange of notes, signed 
Manila, Mar. 21, 1972; [entered into force Mar. 21, 1972]. [1972.] 
[21+6 p. * Paper, 10¢. 

2. Protection of migratory birds, agreement between United States and 
Mexico, ea agreement of Feb. 7, 1936, effected by exchange 
of notes, signed Mexico and Tlatelolco, Mar. 10, 1972; [entered into 
force Mar. 10, 1972]. [1972.] [2]+4 p. [English and Spanish. ] * Paper, 


10e. 

5. Termination of loan of vessels, U.S.S. Guitarro and U.S.S. Hammerhead 
agreement between United States and Turkey, effected by exchange of 
notes, signed Ankara, Jan. 26, 1972; [entere into force Jan. 26, 1972]. 
(1972.] [2]+3 p. * Paper, 10¢. 

. Disaster assistance, agreement between United States and Mexico, amend- 
ing agreement of May 3, 1968, effected by exchange of notes, signed 
Mexico, Mar. 28. 1972; [entered into force Mar. 28, 1972]. [1972.] 
{[2]+4 p. * Paper, 10c. 

. Military assistance, deposits under Foreign assistance act of 1971, agree- 
ment between United States and oy effected by exchange of notes 
dated Kuala Lumpur, Mar. 8 and A 1972; yay into force 
Apr. 4, 1972, effective Feb. 7, 1972). Wi97.1 [2]+ . *™ Paper, 16c. 

Reversion to Japan of Ryukyu and Daito Islands, cuatetmaat between United 
States and Japan, signed Washington and Tokyo, June 17, 1971, with 
related arrangements; [entered into force May 15, 1972]. [1972.] 
{34 +130 p. [English and Japanese.] * Paper, 70c. 

C. card 72—602442 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


12349 Agricultural prices, 1971, annual summary. June 1972. 174 p. 4° (Pr 1-3 
(72) : Crop Reporting Board.) + @ Item 18-C A 92.16/2: 971 


12350 Arizona agricultural statistics, bulletin S-7; compiled by Arizona Crop 
and Livestock Reporting Service. Mar. 1972. 68 p. il. 4° [Prepared in 


cooperation with University of Arizona. Map on p. 2 of cover.] tf 
A92.2: Ar4 
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SYSTEMS RESEARCH AND DEVELOPMENT SERVICE 
Transportation Dept., Washington, DC 20553 


FAA RD (series). Paper, each, $3.00. TD 4.509 : (nos. ) 
71-83. Measurement and analysis of noise from four aircraft in level flight (727 
KC-135, 707-320B and DC—9) [with list of references; by] Carole 8. 

Tanner. Sept. 1971. cover title, [67] p. il. 4° [Prepared under contract 

DOT FA7T1WA-—2555 by Hydrospace Research Corp., San Diego, Calif.] 

71-95. Collision avoidance system analysis, final report, v. 1 [with list of ref- 
erences ; by] P. C. Colombo and P. M. Wackerhagen. Dec. 1971. cover 
title, [118] p. il. 4° [Prepared by IIT Research Institute for Depart- 
ment of Defense, Electromagnetic Compatibility Analysis Center, 
Annapolis, Md. under contract DOT—-FA70WA1-175. ] 

72-21. Evaluation of warm-fog abatement chemicals, final report [with list of 
references ; by] BE. E. Hindman, II [and] R. 8. Clark. Feb. 1972. cover 
title, ili+31 p. il. 4° [Prepared under contract DOT FAA72WAl1 by 
Naval Weapons Center, China Lake, Calif.] 


TARIFF COMMISSION 
Washington, DC 20436 


Cadmium from Japan, determination of injury in investigation AA1921—93 
under Antidumping act, 1921, as amended. June 1972. cover title, 6 p. 4° 
(TO publication 494.) f TC 1.31:Cll 


55 Calculators, typewriters, and typewriter parts, workers of Elmira, N.Y., 
plant of Remington Rand Division, Sperry Rand Corp., report to the 
President on investigation TEA—W-140 under sec. 301(c) (2) of Trade 
expansion act of 1962. June 1972. [48] p. 4° (TC publication 492.) f 

TC 1.2:C12 


12356 Blectron, proton, and similar microscopes, and diffraction apparatus, report 
to President on investigation THA-—I-—24 under sec. 301(b)(1) of Trade 
expansion act of 1962, and sec. 9 of Educational, scientific, and cultural 
materials importation act of 1966. May 1972. cover title, [2]-+25+A-61 
p. 4° (TC publication 487.) 7 TC12:M58 


12357 Panty hose, certain workers of Kayser-Roth Corp., New York, N.Y., report 
to President on worker investigation TEA—W-137 under sec. 301(c) (2) 
of Trade expansion act of 1962. May 1972. [2]+7 p.4° (TC publication 
489.) f TC 1.2: H79/3 


Plastic duck decoys, G & H Decoy Manufacturing Co., Henryetta, Okla., 
report to President on investigation THA-F-38 under sec. 301(c) (1) of 
Trade expansion act of 1962. May 1972. [4]+5-+A-41 p. 4° (TC publi- 
cation 488.) fT TC1.2:D35 


Radio receivers, phonographs, and tape recorders, workers of General Elec- 
trie Co.’s Audio Electronics Products Department, report to the President 
on worker investigation THA-W-142 under sec. 301(c) (2) of Trade 
expansion act of 1962. June 1972. [383] p. 4° (TC publication 495.) f 

T01.2:R11/2 


Television picture tubes, certain workers of RCA Corp., New York, N.Y., 
report to President on investigation TEA—W-136 under sec. 301(c) (2) 
of Trade expansion act of 1962. May 1972. [4]+8-+A-28 p. 4° (TC pub- 
lication 485.) f TC 1.2: T 23/4 


Women’s casual shoes, Wilson Shoe Corp., Shamokin, Pa., report to Presi- 
dent on worker investigation TEA—W-141 under sec. 301(c) (2) of Trade 
expansion act of 1962. June 1972. [3]+7+A-29 p. 4° (TC publication 
498.) fT TC 1.2: Sh7/18 


TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


County forest industry facts, Tennessee Valley, 1970. Apr. 1972. cover title, 
7p. 4° (Division of Forestry, Fisheries and Wildlife Development.) 7 
Y 8.T 25 : 27 In 2/6/970 


*For Sale by Superintendent of Documents 
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Official Use. Not Available 
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Industrial development in TVA area during 1971. [Feb. 1972.] cover title, 
84+ [1] p. il. 4° ([Division of Power Marketing.]) [Map on p. 8 of 
cover.] f Y¥ 3.T 25 : 30 In 27/971 


Tennessee Valley streams, their fish, bottom fauna, and aquatic habitat: 
Upper Little Tennessee River drainage basin, 1969 [with list of literature 
cited]. Nov. 1971. cover title, [1]+5+ [13] p. il. 4° (Division of For- 
estry, Fisheries, and Wildlife Development.) f Y3.T 25:2L72 


TVA today, 1972 [with bibliography]. [Jan. 1972.] [2]+30p.il. f 
L.C. card 66-61767 ¥ 3.T 25: 2 T 25/29/972 


beanie oo ny ee 
Washington, DC 20590 


Statement on national transportation policy. 1971. ioteead ? il. 4° ¢f 
L.C. card 72-601287 .2:N 21/2 


Survey of national geo-coding systems, program in urban transportation 
[with bibliography ; by] Pamela A. Werner. Feb. 1972. [1]-+-v+166 p. il. 
4° (Assistant Secretary for Policy and International Affairs, Office of 
Systems Analysis and Information.) [Prepared under contract DOT-OS-— 
10058 by Urban Systems Laboratory, Massachusetts Institute of Tech- 
nology.] t TD 1.2: G29 


TREASURY DEPARTMENT 
Washington, DC 20220 


Department circular, public debt series. 


4-72. United States of America 5% percent Treasury notes of series F—1975, 
dated and bearing interest from Apr. 3, 1972, due May 15, 1975. Mar. 22, 
1972.2 p.4° + @ Item 924 T 1.4/3 : 4-73 


9 Foreign credits by United States Government, status of active foreign 
credits of United States Government and of international organizations, 
as of June 30, 1971. [1972.] cover title, vii+214 p. oblong 12° * Paper, 
$1.75 (S/N 4800-0196). @ Item 925-C T 1.45: 971 


Statement of Eugene T. Rossides, Assistant Secretary of Treasury (En- 
forcement, Tariff and Trade Affairs, and Operations), eleven month 
report of Treasury/IRS Narcotics Trafficker Program. [May 31, 1972.] 
[1972.] [18] p. il. 4° (C-821.) f T131:R 73/11 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


[Commemorative stamp posters. ] 

Notre.—Commemorative stamp posters, which will be issued irregularly, are avail 
able on a subscription basis from the Superintendent of Documents, $1.50 a yr. ; 50c 
additional for foreign matling. 

American Revolution Bicentennial stamps, date of issue July 4, 1972, Williams 

burg, Va. [1972.] 10.5 x 8 in. P 1.26/2: Am 8/2 
15¢e. Mt. McKinley commemorative stamp (National Parks Series), issue date 
July 28, 1972, McKinley Park, Alaska. [1972.] 10.5 x 8 in. P 1.26/2: M 86 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


Stimulating business and pleasure travel abroad. [July 1972.] 16 p. narrow 
8° ¢ @ Item 271-A-1 C 47.2: B 96/2/972 


Tourism and balance of payments. [Revised Mar. 1972.] [1972.] [4]+23 
+([6] p. il. 4° ([Office of Research and Analysis.]) f C0 47.2: T 64/5 


#For Sale by National Technical Information Service, 
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GoveRNMENT PUBLICATIONS 


VETERANS ADMINISTRATION 
Washington, DC 420 


{Information bulletin] IB (series). 


15-8, v. 1. Undergraduate social work education for pte zepest on curriculum 
content and issues [with bibliographies] ; er J. Glick, editor. 
sr) —— p. il. [Report of Curriculum Daliding Project con- 

ucted by Syracuse University School of Social Work under grant 
contract EMI 69-006-01 from Education Service, De artment of 
Medicine and Surgery, Veterans ne, aper, $1.25 
(8/N 5100-0050). @ Item 986—-A AL 22: 15-8/v.1 


Study of design criteria and systems for air conditioning existing V.A. 
hospitals, [with list of references] ; research study report prepared by 
Dubin-Mindell-Bloome Associates Consulting Engineers, formerly Fred S. 
Dubin Associates. Mar. 1971. xvi+234 p. il. 4° (Research Staff, Office of 
Construction.) * Paper, $2.00. @ Item 985 VA1.2:Ai7 


WAGE AND HOUR DIVISION, Labor Dept. 
Washington, DC 20210 


Guidelines for seasonal industry determination for fresh fruit and vege- 
table industry. Revised July 1971. [1972.] [7]+21 p. (WH publication 
1270.) ¢ L 22.33 : F 94/971 


WATER PROGRAMS OFFICE, Environmental Protection Agency, 
Rockville, MD 20852 


774A Highlights of report, Water quality control and management Snake River 


12378 


12379 


12380 


12381 


12382 


12383 


12384 


12385 


basin. Portland, Oreg., Sept. 1968. [2] p. il. oblong large 8° folded into 
oblong 32° size. (Northwest Region.) f I 67.2: Sn1 


Mathematical model of Columbia River from Pacific Ocean to Bonneville 
Dam: pt. 2, Input-output and initial verification procedures [with list 
of references] ; by R. J. Callaway and K. V. Bryam. Dec. 1970 [published 
Apr. 1971]. [1]+-vii+130 p. il. 4° (Northwest Region, Pacific Northwest 
Water Laboratory.) ¢ EP 2.2: C 72/pt.2 


WHITE HOUSE CONFERENCE ON AGING 
Washington, DC 20004 


Recommended for action: Disability and rehabilitation. [1972.] iv+27 p. 4° 
* Paper, 35c. @ Item 1088 Y¥ 3.W 58/4:2D63 


Facilities, programs and services. [1972.] cover title, iv+24 p. 4° 

* Paper, 35c. @ Item 1088 Y 3.W 58/4:2F11/3 
—— Health care strategies. [1972.] cover title, iv-+22 p. 4° * Paper, 35c. 
@ Item 1088 Y3.W 58/4:2H34/4 
—— Protective and social support. [1972.] iv+30 p. 4° *Paper, 40c. 
@ Item 1088 Y 3.W 58/4: 2 P 94/2 


—— Roles for old and young. [1972.] iv+20 p. 4° * Paper, 30c. @ Item 
1088 Y3.W 58/4:2R&4 


Spanish speaking elderly [Los ancianos de habla hispana]. [1971.] 
cover title, iv+15 p. 4° [Text in English and Spanish.] * Paper, 30c. 
@ Item 1088 Y¥ 3.W 58/4:2Sp2 


—— Spiritual well-being. [1972.] cover title, iv+10 p. 4° * Paper, 25c. 
@ Item 1088 Y3.W 58/4: 2 Sp 4/2 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing 
Page 60 tOfficial Use. Not Available 





MONTHLY CATALOG SEPTEMBER 1972 


Nots.—All publications are ind 


the series title, in addition to criteria men 


A 


Abbreviations, reference aid, glossary of 
————s and a abbreviations ap- 
pearing in press 0 arc and Singa- 
pore, Asian Senay, 12146 

Abrasive blasting, military standard, 11956 

Abrasives, abra ve blasting, military stand- 
ard, 11956. 

Absorption, simple correction procedure for 
quantitative electron probe microanalysis, 


Abstracts, see names of departments, bu- 
reaus, 'ete., issuing abstracts—also sub- 


jects. 
Abstracts of technical reports, 11510 
Accessions, index, lists, etc., see Library of 


ngress. 
Accessories list, Pakistan, annual supple 
ment cumulative list of serials, 12173 
Accidents, ambulance services and hospital 
emergency departments, digest of sur- 
veys, 12099 
see also Aircraft accidents—Motor vehicles 
accidents—Railroad accidents. 
Accounting, see Accounts and accounting. 
Accounts and accounting: 
Federal agency accountin ig. status, prog. 
ress and problems, GAO report, 12084 
observations on financial inventory ac- 
counting, what it is and what it could 
be, Defense Dept., GAO report, 12081 
summaries of development of inter-branch 
accounting balances of economic regions, 
USSR study, 12131 
Acidity control in Bald Eagle Creek and 
West Branch Susquehanna River, Clinton 
County, Pa., 12086 
Acids, acidity’ control in Bald Bagle Creek 
and West Branch At uehanna River, Clin- 
ton County., Pa, 1 
Acoustics, see "Noise. 
ACR series, 12297 
Acreage allotments, see Agricultural prod- 


ucts. 
Activated sludge, see Sludge. 
Acts of Congress, see Law. 
Address by Dean Burch, Chairman, Federal 
Communications Commission before Na- 
tional Association of Broadcasters, 
Apr. 12, 1972, 12009 
Addresses, lectures, ete. : 


y 
Bentley, Helen D., 12015, 12017 
rimmer, Andrew F., 12626 


Burgess 
11487 
Hearn, Geo: 


Browne. ‘Secor D., 11669 
Burch, 1 

, Isabel A., 12276 
Bute Ei Earl, 11488" 
Bdminster, T T. Ww, 

George Hi 12016 

Hodgson, J. D., 13152-154, 12156~157, 
Houthakker, Hendrik 8., 11984 
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ezed subjects curren 
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apparent in the given title. The name of the writer. 
document is used when it appears in the publication. Serial publications are 





tly in use with cross-references, if 
4s not 


reporter, editor, or compiler of the 
from 


Addresses, we ete.—Continued 
by—Continued 
‘McCracken, og At 1193838 
Marland, 8. P., jr 11962-9063, 11967 
Martin, Presto: ton, {20 
Peterson, 
guests. John R. 
, John H., 1 

Robertson, J. 


12281 


Rossides, ugene . 12370 
Russeli, Haro! 12399 
Simpson Richard O., 11707 
Stein, He 11935 
Adequancy of northern New England air 
service, hearings, 11 
—_—, see Administrative manage- 


Administration of criteria for leasing of 
buildings to be constructed, Gen erv- 
ices Administration, GAO report, 12070 

Administrative management : 
abstracts of technical reports, 11510 
BNDD personnel management series, 12196 
—— publications. administrative guid- 

ance for Army National Guard, 1 
PACAF basic bibliographies, a 
management, 11516 
personnel research abstracts, 
1969-71 ee. = 
so you want to bea caemeiner’ 12196 
Adrenal glands, effect of mexamine, cysta- 
mine, cystaphos and aet on permeability 
of histo. hematic barriers of adrenal and 
thyroid glands, USSR study, 12150 

Adsorbents, gastrointestinal sorbents in 
uremia, workshop, eee 12242 

Adsorption characteristics coals and 
chars, report, 

Adult ed 

Adults: 
economic resources of institutionalized 

adults, 12321 
<= ot institutionalized adults, report, 
123 


_ gener, 


rt, 11 
ucation, see Education. 


Advisory committees, Food and Drug Admin- 
istration, public adviso committees, 
authority, structure, functions, members, 


AEC, see Atomic Ene Commission. 

AEC authorizing legislation fiscal year 1973, 
nuclear fuels, regulation, 11756 

Aerial photography, use of annge-cenle aerial 
color photograp’ y for assessing forest tree 
ae basal canker of white pine, case 

pe. X-, hypersonic aerodynamics and 
entry-maneuver, aerothermodynamic inter- 
actions for 2 lifting entry vehicles, 12216 

Aeronautics : 
aviation gas-turbine 


civil aviation acotient, 


ry ». power en- 
io. preliminary 
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Aeronautics—Continued 
Federal aviation act, amend law, 11725 
Federal aviation regulations, 12008 
Aerosol chambers for animals, USSR study, 
2137 
Aerosols, aerosol chambers for animals, USSR 
study, 12137 
Aerothermodynamics, hypersonic aerody- 
namics and entry-maneuver, aerothermody- 
namic interactions for 2 lifting entry ve- 
hicles, 12216 
AET, effect of mexamine, cystamine, cysta- 
phos and AET on permeability of histo- 
hematic barriers of adrenal and thyroid 
glands, USSR study, 12150 
AFHRL, see Air Force Human Resources 
Laboratory. 
AFSOR, see 
Research. 
After high school, a bright future, Women’s 
Army Corps, 11525 
Aged: 
nutrition program for the elderly, grants 
to States under Older Americans act, 
authorize, law, 11724 
nutrition programs for elderly, guide to 
menu planning, buying, and care of food 
for community programs, 11485 
Older Americans Act— 
amend— 
hearings, 11851 
law, 11724 
comprehensive services amendments of 
1972, 11837 
White House Conference on Aging recom- 
mended for action— 
disability and rehabilitation, 12379 
facilities, programs and services, 12380 
health care strategies, 12381 
protective and social support, 12382 
roles for old and young, 12383 
spiritual well-being, 12385 
Aging : 
research in aging process in human beings, 
11924 
White House Conference on Aging— 
recommended for action— 
disability and rehabilitation, 12379 
facilities, programs and _ services, 
2380 


Air Force Office of Scientific 


health care strategies, 12381 
protective and social support, 12382 
roles for old and young, 12383 
spiritual well-being, 12385 

special concerns sessions reports, 
Spanish speaking elderly, los ancianos 
de habla hispana, 12384 

Agrarian reform, see Land reform. 

Agribusiness, see Agriculture. 

Agricultural commodities, see Agricultural 
products. 
Agricultural 
11673 
Agricultural commodity graders, see Graders. 
Agricultural conservation program, see Soil 

Conservation. 

Agricultural experiment stations, funds for 
research at state agricultural experiment 
stations and other state institutions, 
11930 

Agricultural lands, see Land. 

Agricultural Marketing Service, AMS series, 
11480 


commodity grader (meat), 


Agricultural products: 

Agricultural marketing agreement act of 
1937, amend, law, 11715 

changing demand for farm products (re- 
marks), 11492 

Commodity Credit Corporation charts pro- 
viding aphic summary, 11709 

ones omain pool allotments, report, 


marketing research report, 11494 


nontariff barriers affecting trade in agri- 
cultural products, Canada, 12040 
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Perishable agricuitural commodities act, 
amend, law, 11714 
prices, 1971, annual summary, 12349 
production research report, 11501 
Agricultural Research Service: 
ARS series, 11485 
reorganization, appropriations, 1973, hear- 
ings, 11839 
Agricultural statistics, see Agriculture. 
Agriculture : 
agribusiness, farm income and price con- 
trols (remarks), 11488 
— adjustment act, amend, law, 
1 


agricultural trade policy ATP (series), 
12040 


agriculture handbooks, 11489—490 
agriculture information bulletin, 11491 
Arizona agricultural statistics, 12350 
census reports, 1969, area reports, 11559— 
code of Federal regulations, 12022 
foreign agricultural economic report, 11959 
4th annual earth program review, agri- 
culture and forestry programs, 12203 
research, mutual interests, problems, and 
progress (address), 11487 
technical assistant examination announce- 
ment, amendment, 11675 
U.S. technical assistance to support Indian 
agricultural development, 12085 
yearbook, 1972— 
departmental edition, 11507 
document edition, 1 £ 
Agriculture and Forestry Committee, Senate» 
hearing, 11908 
Agriculture Committee, House: 
committee print, 11838 
reports, 11814, 11831 
Agriculture Department: 
appropriations, 1972, report, 11817 
opens, 1973, earings, 11839, 


bs 


keys to quality, food buying guides from 
USDA, 11480 


statistical 
and 


how they are 
market news, 


series, 
used, 


major 
constructed 
11489 
marketing research report, 11494 
miscellaneous publications, 11495—496 
PA [program aid] series, 11497-499 
production research report, 11501 
Statistical bulletins, 11502—5 
technical bulletins, 11505—506 
Agriculture, environmental and consumer 
protection appropriations for 1973, hear- 
ings, 11839, 11909 
AIB series, 11491 
Aids to navigation, see Navigation. 
Air, entrained moisture separators for fine 
particle water-air-steam service, their per- 
formance, development and status, final 
report, 11546 
see also Air pollution. 
Air almanacs, 12282 
see also Almanacs. 
Air brakes, see Braking. 
Air carriers: 
adequacy of northern New England air 
service, hearings, 11917 

need for international police cooperation 
in enforcing air piracy regulations (re- 
marks), 11669 

suspension and rejection of rates and prac- 
tices of domestic and foreign air car- 
riers in foreign air transportation, law, 
11725 
Air conditioning, study of design criteria and 
systems for air conditioning Ts V.A,. 
hospitals, research study report, 12376 
Air Force: 
characteristics of 18 year old enlistees who 
enter Air Force before becoming draft 
eligible, 11514 

impact of all-volunteer force on AFROTIC 
officer, procurenient, 11512 
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Air Force—Continued 
officer attitudes related to career decisions, 


11511 
Pacific, PACAF basic bibliographies, 
11515-516 


17th annual AFOSR chemistry program 
review, 11 
Air Force Academy, Colo., additional pay 
for permanent professors, provide, report, 
11825 
Air Force Cambridge Research Laboratories, 
AFCRL series, 11508 
Air Force Department : 
abstracts of technical reports, 11510 
AFCRL series, 11508 
AFOSR technical report, 11509 
appropriations, litary construction, 
hearings, 11845 
Air Force Human Resources Laboratory, 
technical reports, 1151 
Air Force Office of Scientific Research, tech- 
nical report, 11509 
Air navigation : 
navigational cybernetics of flight, USSR 
study, 12126 
tests of aircraft navigation for small area 
mapping using minimum local aids to 
navigation, 11698 
Air piracy, need for international police co- 
operation in enforcing air piracy regula- 
tions (remarks), 11669 
Air pollution : 
atmospheric emissions from sulfuric acid 
manufacturing processes, 115 
cleaner engines for cleaner air, progress 
and problems in reducing air pollution 
from automobiles, GAO report, 12074 
mixing heights, wind speeds and potential 
for urban air pollution throughout con- 
tiguous, U.S., errata, 11517 
Air Programs Office : 
cleaner engines air, progress and prob- 
lems in reducing air pollution from au- 
tomobiles, GAO report, 12074 
publication, AP series, 11517-—518 
Air routes, see Airways. 
Air service, see Air carriers. 
Air traffic, collision avoidance system analy- 
sis. 12352 
Air transportation, see Air carriers. 
Aircraft: 
comparison of optimal and noise-abate- 
ment trajectories of tilt-rotor aircraft, 


12206 

double taxation, earnings from operation 
of ships and aircraft, agreement with 
Republic of China, 12339 

emergency landing techniques in small 
fixed-wing aircraft, special study, 12279 

mathematical wind gust model and com- 
puter programs for use with aircraft 
simulations, 11530 

measurement and analysis of noise from 
4 aircraft in level flight, 12351 

performance of aircraft tire under cyclic 
braking and of currently operational 
antiskid braking system, 12217 

physiological evaluation of modified jet 
transport passenger oxygen mask, 11555 

tests of aircraft navigation for small area 
mapping using minimum local aids to 
navigation, 11698 

Aircraft accidents : 

aircraft safety and accident investigations 
(address), 12276 

civil aviation, data, 1971, preliminary 
analysis, 12280 

collision avoidance system analysis, final 
report, 12352 

emergency landing techniques in small 
fixed-wing aircraft, special study, 12279 

evaluation of fiberglass instrument glare 
shield for protection against head in- 
jury, 11552 

midair collision problem (address), 12277 

reports, 12272-275 
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Aircraft accidents—Continued 
safety management for aviation 
marks), 12281 
special study, passenger survival in turbo- 
jet ditchings, critical case review, 12278 
Aircraft engines, see Engines (aircraft). 


(re- 


a safety and accident investigations, 


Airplane tires, see Tires. 
Airplanes, special study, passenger survival 
awh ditchings, critical case review, 
‘ 
Airports, airport and airways, annual report 
on financial condition of trust funds, 11776 
Airways: 
airport and airways, annual report on 
nancial condition of trust fund, 11776 
enroute IFR altitudes over particular 
try and intersections, minimum, 


instrument flight rules, off-airway routes, 
11519 


Alabama : 
census of agriculture, 1969, area reports— 
county data, 11566 
summary data, 11565 
Alaska : 
Jurassic ammonites from southern Alaska, 
12094 


petroieum spillage, Haines-Fairbanks mili- 
tary pipeline, Alaska, preliminary in- 
vestigations, 11977 

Alaska cedar, see Cedar. 

Alberti, J. P., oil-starvation test program, 
evaluation of VASCO—X2 steel spiral bevel 
gears, final report, 11538 

Albuquerque, Mex., area wage survey, 
12168 


Alcohol, effects of alcohol on problem solving 
task, 11556 
see also Alcoholism. 

Alcohol and health, first special report to 
U.S. Congress, 12246 

Alcoholic beverages, see Liquors. 

Alcoholism : 
alcohol and health, first special report to 

U.S. Congress, 12246 
recent advances in studies of alcoholism, 
interdisciplinary symposium, 12250 

Algae, periodicity of blue-green algae and 
effect on efficiency of manure-disposal 
lagoons, 11501 

Aliens : 
expanded peotection of foreign officials, 

rovide amending title 18, United 
tates Code, report, 11836 
illegal entries, hearings, 11860 
Alkalinity, see Water. 
Allday, Charles E., Apollo experience report, 
real-time auxiliary computing facility de- 
velopment, 12221 
Allen, George C., national and State live- 
stock-feed relationships, supp., 11502 
Alloys : 
crack-growth resistance characteristics of 
high-strength sheet alloys, 12294 

emission properties of materials, USSR 
study, 12143 

welding and brazing of nickel and nickel- 
base alloys, report, 12213 

see also names of metals, etc. 

Almanacs, air almanac, 12282 

Altimeters, collision avoidance system analy- 
sis, 123 

Altitude: 
enroute 

routes 
11520 
infrared solar spectrum observed from 
balloon-borne spectrometer between 9300 


and 11000 A and between 12000 and 
19000 A, 11508 


Aluminum: 
fracture-safe design of aluminum and 
titanium alloy structures, 12288 


IFR altitudes over particular 
and intersections, minimum, 
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Aluminum—Continued 
ingot and mill products, preliminary sum- 
mary, current industrial reports, 11648 
integration of NASA-sponsored studies on 
aluminum welding, 12209 
Aluminum ingot and mill products, summary, 
current industrial reports, 11648 
AM series, 11552-558 
Ambulance services and hospital Speegency 
departments, digest of surveys, 1209 
Ambulances, ambulance services and hospi- 
tal emergency departments digest of sur- 
veys, 12099 
Amending act entitled Act to provide for dis- 
position of judgment funds now on deposit 
to credit of Cheyenne-Arapaho Tribes of 
Oklahoma, etc., 11807 
Amending act of Mar. 2, 1931, to provide that 
certain proceedings of Italian American 
War Veterans of United States, Inc. shall 
be printed as House document, 11833 
Amending Foreign assistance act of 1961, 
message from the President, 11761 
Amending National school lunch act, 11813 
Amending National traffic and motor vehicle 
safety act, 118 
Amending sec. 906 of title 44, United States 
Code to provide copies of daily and semi- 
monthly Congressional record to libraries 
of certain U.S. courts, 11834 
Amending title 18, United States Code, to 
provide for expanded protection of for- 
eign officials, and for other perpesee, 11836 
Amending title 37, United States Code to 
provide additional pay for ecmanent 
yrofessors at U.S. Military Academy, U.S 
Naval Academy, U.S. Air Force Academy, 
and U.S. Coast Guard Academy, 11825 
Amending title 44, United States Code to 
authorize Public Printer to designate 
library of highest _ = at in each 
State as depository libra 11835 
Amendment to sec. 509 of ‘Merchant marine 
act, 11890 
Amendments to appropriations for Civil 
Service Commission and Equal Employ- 
ment Opportunity Commission, 11782 
Amendments to requests for appropriations 
for fiscal year 1973 for various depart- 
ments and agencies, 1177 
American Airlines, incident report of near 
mid-air collision, erratum, 12272 
American Battle Monuments Commission, 
appropriations, 1973, hearings, 11843 
American Historical Association : 
report 1962— 
department edition, 11521 
document edition, 11759 
American history, see History. 
American Revolution, see Revolution, 1775— 


American Revolution Bicentennial Commis- 
sion, American Revolution Bicentennial 
stamps (poster), 12371 

American Revolution Bicentennial 
(poster), 12371 

American Samoa: 
annual report, 12107 
nautical chart catalog, 12256 

American Shipbuilding Commission, appro- 
priations, 1973, hearings, 1184! 

American woods, 12 

Ammonites, Jurassic ammonites from south- 
ern Alaska, 12094 

AMS, see Agricultural Marketing Service. 

Anaheim, Calif, : 
census of housing, 1970, metropolitan 

housing characteristics, 
census of population and housing, 1970, 
census tracts, 

Analysis, see names of substances analyzed. 

Analysis of physical parameters in electron- 
beam-irradiated semiconductor diodes, 
12290 

Analysis of racial differences in terms of 
work assignments, job interest, and felt 
utilization of talents and training, 11513 


stamps 
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Analysis of Surveyor 3 material and photo- 
graphs returned by Apollo 12, 1221 

Anatomy, buoyancy and stability character- 
istics of human body in fresh water, final 
report, 11697 

Los ancianos de habla hispana, 12384 

Anemia, sickle cell anemia, what it is, what 
ean be done, summary for a workers 
and community agencies, 12183 

Animal and Plant Health Inspection Service, 
APHIS series, 11522 

Animals, aerosol chambers for animals, USSR 
study, 
see also Diseases of animals—Livestock. 

Annotated bibliography of naval gunfire sup- 
port, 12179 

Announcing cpogpnatien for freight rate 
specialist, 11 

Annual ke and analysis of hydro- 
logic data for urban studies, 12087—8 

summary, Defense Con- 


Annual historical 
Services 


tract Administration Region, 
Cleveland, 11942 
Annual historical summary, Defense Con- 
tract Administration Services Region, St. 
Louis, 11943 
Annual historical summary, Defense Depot 
Ogden, Ogden, Utah, 1194 
Annual report for 1971 on activities and ac- 
complishments under Communications 
satellite act of 1962, 11779 
Annual report on tobacco statistics, 11504 
Annual statistical report, Civil Defense Of- 
fice, 11670 
Annuities : 
annuities of widows of justices of Supreme 
Court, report, 11907 

District of Columbia teachers, tax-shel- 
tered annuity contracts, agreement to 
purchase, law, 11744 

Anodes, Federal item identification guide, 
change, 11947 

Anticorrosives, 
rosives. 

Antigens and antibodies, somatic polysac- 
earide containing antigens of pasteurella 
pestis, USSR study, 12138 

Apache Indians, Yavapai Apache Tribe, 
judgment funds, disposition, report, 11808 

APHIS, see Animal and Plant Health In- 
snection Service. 

Apollo experience report, development of 
guidance targeting techniques for com- 
mand module and launch vehicle, 12219 

ogee, jubettnee report, docking system, 


see Corrosion and anticor- 


Apollo experience report, real-time auxiliary 
computing facility development, 12221 

Apollo project, see Project Apollo (man-in- 
space program). 

Appalachian Regional Commission, 


appro- 
priations, 1973, hearings, 11912 
Apparatus for pressure injection of solu- 
tions into trees, 12064 
Appraisal of chemical and biological con- 
ditions of Lake Okeechobee, Fla., 12089 
Appropriation request claims and judg- 
ments, 11871 
Appropriations : 
executive, 1973, amendments, 11778 
general Government matters, 1973, con- 
tinue, report, 11815 
supplemental, 1972— 
urgent— 
hearings, 11846 
law, 11722 
report, 11895 
see also subjects, or names of depart- 
ments, ete., for which appropriations 
are made. 
Appropriations Committee, House : 
hearings, 11839-846 
reports, 11815, 11817, 11828 
Appropriations Committee, Senate: 
hearings, 11909-—912 
report, 11895 
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Arapaho Indians, Cheyenne-Arapaho Tribes 
of Oklahoma, judgment funds, disposition, 
report, 11807 


Arbitration, resolution program, 
712 


conflict 
see also Industrial arbitration. 

Archeology, excavation of Arkansas Post 
Branch of Bank of State of Arkansas, 
Arkansas Post National Memorial, 12261 

Architecture, historic preservation in urban 
renewal areas, 1210 

Arctic regions, chemical, indicators of Arctic 
biological and environmental activities, 
11976 

Area wage survey, see Wages. 

Area wage survey, 12162-165 

Arizona : 
agricultural statistics, 12350 
laboratory studies on development, lon- 

gevity, and fecundity of 6 lepidopterous 
pests of cotton, 11505 

Arizona agricultural statistics, 12350 

Arkansas: 
census of agriculture, 1969, area reports— 

county data, 11568 
summary data, 11567 
county business patterns, 1971, 11643 
excavation of Arkansas Post Branch of 
Bank of State of Arkansas, Arkansas 
Post National Mem~rial, 12261 

Arkansas Post Branch, Bank of State of 
Arkansas excavation, Arkansas Post Na- 
tional Memorial, 12261 

Arkansas River and Valley, navigation con- 
ditions in Little Rock Reach, Arkansas 
River, hydraulic model investigation, 
11989 

Armed Forces : 
income tax exclusion for military and 

civilian prisoners of war, law, 11742 
members, free letter mail and air trans- 
portation mailing privileges, additional, 
report, 
servicemen’s group life insurance for 
cadets and midshipmen, hearing, 11928 
Uniformed services health professions re- 
vitalization act, report, 11898 
Armed Forces Institute, correspondence 
courses offered by participating colleges 
and universities, 11946 
Armed Services Committee, House: 
hearings, 11847 
reports, 11812, 11825-—827 
Armed Services Committee, Senate: 
activities 1971, summary, 11915 
committee print, 11915 
hearings, 11913-914 
report, 11898 
Armed services paper, 11847 
Arms (firearms), see Firearms. 
Arms control, see Disarmament. 
Arms Control and Disarmament Agency: 
appropriations, 1973, hearings, 11843 
telephone directory, 12336 
Army: 
after high school, a bright future, Wom- 
en’s Army Corps, 11525 

a officers, career planning, 

v0 

noncommissioned officer education system, 
your key to promotions, professional 
education, career development, 11531 

start as an officer, for the college gradu- 
ate an executive position, a challenging 
rewarding future, women’s Army corps, 
11533 

see also National Guard. 

Army Air Mobility Research and Develop- 
ment Laboratory, technical reports, 
11535-539 

Army Corps, 
Corps. 

Army Department : 
appropriations 1973, civil functions, 

propriations, hearings, 11912 


Women’s, see Women’s Army 


ap- 
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Army De artuent,-Coatinucd 
pamphlets, 11531—53 
technical manuals T1584 

Army Electronics Command, research and 
development technical report, ECOM 
series, 11526—530 

Army Engineer Division, North Pacific, tech- 
nical report, 11975 

Army Me ical Research and Nutrition Lab- 
ratory, Fitzsimons General Hospital, re- 
ports, 11540—541 

Army National Guard, see National Guard. 

Army officers, see Army. 

Army rations, see Rations. 

Army worms, laboratory tests ~_" oo 
ment, longevity, and fecundit 
dopterous pests of cotton in 
11505 

Aromatic compounds, electron spin reso- 
nance techniques for nitroaromatic cath- 
ode depolarizer studies, 11529 

Arrington, James P., hypersonic areody- 
namics and entry-maneuver, aerothermo- 
dynamic interactions for 2 lifting entry 
vehicles, 12216 

Arrowwood National Wildlife Refuge, birds 
+5 Senewwess National Wildlife Refuge, 

ARS, see Agricultural Research Service. 

Arteries, National heart, blood vessel, lung, 
and blood act, hearing, 11859 

Artillery, see Gunnery. 

Ash, rate of value increase for black cherry, 
red maple, and white ash, 12062 

a, United States trade, Communist areas, 


wt bg 


1701 
Asking President of United States to de- 
clare 4th Saturday of Sept. 1972 National 
Hunting and Fishing Day, 11748 
Asphalt : 
engineer = 
= 


tests of dust-control ma- 
emplacement equipment, 


investigation of porous pavements for 
urban runoff control, 11998 
Assessment of effectiveness and effects of 
land disposal methodologies of wastewater 
management, 11981 
Assessment of operations and management 
of OR ante 10 en Cen- 
ters, GAO eoqert 
Assessment of Ty Teese program, GAO 
report, 12072 
Assiniboine Indians: 
Assiniboine Tribes, judgment funds, dis- 
position, report, 11896 
Assiniboine Tribes of Fort Peck and Fort 
Belknap Reservation, Mont., judgment 
funds, disposition, report, 11810 
Atkins, Patrick R., pesticides manufacturing 
industry-current waste treatment and dis- 
posal practices, 11999 
Atlantic Coast, coast pilot, S e Cod to 
Sandy Hook, supplement, 1225 
Atlantic Ocean, coast pilot, Aitlantic Ocean, 
Gulf of Mexico, Puerto Rico, and Virgin 
Islands, supplement, 12258 
Atmosphere : 
investigation of relationship between 
meso- and synoptic-scale phenomena, 
12205 
Russian report to 15th COSPAR session, 
USSR 1971 space research, 12133 
see also Mesosphere. 
Atmospheric emissions from sulfuric acid 
manufacturing processes, 11518 
Atmospheric entry : 
hypersonic aerodynamics and_ entry- 
maneuver, aerothermodynamic interac- 
tions for 2 lifting entry vehicles, 12216 
safe atmosphere entry of isotope heat 
source with single ee trim attitude 
at hypersonic speeds, 12218 
Atmospheric turbulence, see ee 
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Atomic energy 
civilian a »plications of nuclear explosives 
(Plowshare), non-nuclear ——_- 3 
etc., AEC authorizing legislation, 
11756 
cooperation for civil 
agreement with— 
Denmark, IAEA application of safe- 
guards papeaent to non-proliferation 
treaty, 12340 
Greece, IABA application of safeguards 
pursuant to non-proliferation treaty, 
1234 
Atomic energy, application of safeguards 
pursuant to non-proliferation treaty, sus 
pending agreement between U.S., Den- 
mark and international Atomic Energy 
Agency, 12340 
Atomic energy, application of safeguards 
pursuant to non-proliferation treaty, sus- 
pending agreement between U.S., Greece 
and International Atomic Energy Agency, 


uses, suspending 


2341 
Atomic Energy Commission : 
AEC research and development reports, 
11542-—551 
appropeseent. 
ings, 117 
Atomic TN cheag Joint Committee, hearings, 
11756 
Atomic warfare, in time of emergency, citi- 
zen’s handbook on disasters, 11938 
Attention, color-word interference test and 
its relation to performance impairment un- 
der auditory distraction, 11558 
Attitude (inclination) : 
ship motion and attitude, interface stand- 
ard for shipboard systems, military 
standard, 11954 
Attitude (psychology) : 
officer attitudes related to career decisions, 


1973, authorization, hear- 


see Spacecraft. 

Auchmoody, L. R., nutrient properties of 5 
West Virginia soils, 12051 

Audio oscillators, see Oscillators. 

Audiologists, professional careers in audiolo- 
gy, speech pathology, examination an- 

nouncement, 1166 

Audiology, professional careers in audiology, 
speech pathology, examination announce- 

ment, 11688 

Auditory perception, see — 

Auditory system, see Heari 

Augusta, Roswitha S., coiling in Austria, 
11706 

Aurora (newspaper) : 

Independence National Historical 
home and office of William Duane, pub- 
lisher of the Aurora, Philadelphia, Pa., 
historic structures report, historical 
data section, 12265 

Austin, John P., appointment, law, 11754 
Australia, growth potential of grain and 
livestock sectors, 11959 

Austria : 

background notes, 12335 

economic trends and their 
for United States, 12114 

selling in Austria, 11706 

Authorization of appropriations for contin- 
uing work by Secretary of the Interior in 

Missouri River Basin, 11893 

Authorizing and requesting President to pro 
claim Apr. 1972 as National Check Your 

Vehicle Emissions Month, 11737 

Autioshing appropriations for Coast Guard, 
181f 


11511 
Attitude control, 


Park, 


implications 


Authorizing appropriations for saline water 
conversion program for fiscal year 1973, 
report, 11804 

Authorizing construction, coeceliee: 
crea, of Brantley project, 


and 
. Mex., 
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Authorizing disposal of lead from national 
stockpile and supplemental stockpile, 
11827 

Authorizing disposal of nickel from national 
stockpile, 11826 

Authors, L. C. national union catalog, cumu- 
lative list, register of additional locations, 
12177 

Automated control systems 
economy, USSR study, 1213 

Automatic technology, see Automation. 

Automation : 
automated sone systems in Ukranian 
economy, USSR study, 121: 
computers, automation used in Ukranian 

national economy, USSR study, 12140 
developing automated control re for 
construction, USSR study, 

ship automation, USSR study, 12139 
Automobiles, cleaner engines for cleaner air, 
progress and problems in reducing air pol- 
lution from automobiles, GAO report, 
12074 
Aviation, see Aeronautics. 
Aviation gas-turbine engines in power engi- 
neering, USSR study, 5 
Aviation support equipment technicians, H 
3 & 2, rate training manual, 12298 
Aviators : 
effects of backscatter of brief high inten- 
sity light on physiology responses of 
instrument-rated pilots and non-pilots, 
11553 

pilot tracking performance during succes- 
sive in-flight simulated instrument ap- 
proaches, 11554 

Awards (incentive), 
ete.). 


in Ukranian 


see Rewards (prizes, 


Bacillus pestis, somatic polysaccaride- 
containing antigens of pasteurella pestis, 
USSR study, 12138 
Background notes, 12335 
Backscatter, effects of backscatter of brief 
high intensity light on physiological re- 
sponses of instrument-rated pilots and 
non-pilots, 11553 
Bacteria and we potny & 
honeycomb and ring failure in bacterially 
infected red oak lumber after kiln dry- 
ing, 12060 

identification and quantitation of micro- 
biological flora of food packet, long 
range patrol under simulated field con- 
ditions, 11541 

mathematical model of cultivation process 
of typhoid bacteria on sugar-salt medi- 
um, USSR study, 12148 

somatic polysaccaride containing anti- 
gens of pasteurella pestis, USSR study, 
12138 

Bacteria flora, see Bacteria and bacteriology. 

Bacteriology, see Bacteria and bacteriology. 

Baker, D. Keith, so you want to be a super- 
visor ? 12196 

Baker, William E., relief, 11801 

Balance of payments: 
and U.S. investment position, 12031 
tourism and balance of payments, 12374 

Bald Bagle Creek, acidity control in Bald 
Eagle Creek and West Branch Suseque- 
hannah River, Clinton County, Pa., 12086 

Ball bearings, wettability and detection of 
fluorescent barrier films, 1229 

Ballast, fluoresecnt lamp ballasts, summary 
for 1971, current industrial reports, 11651 

Balloons, ultimate wind sensing capabili- 
ties of Jimsbor. and other rising balloon 
systems 

Bank holding companies, 12028 

Bank of State of Arkansas, Arkansas Post 
Branch, excavation, Arkansas Post Nation- 
al Memorial, 12261 
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Banking and Currency Committee, House: 
hearings, 11 
reports, 11818, 11848 
Banking, Housing and Urban Affairs Com- 
mittee, Senate: 
hearings, 11916 
report, 11887 
Bankruptcy Laws of the United States Com- 
mission, extend term, law, 11719 
Banks and banking 
holding companite, regulation, amendment, 
interest rate discrimination, savings flows 
and new priorities in home financing 
(remarks), 12026 
open market operations and monetary and 
credit aggregates, 12027 
State taxation of insured banks, full de- 
posit insurance, cashing of Government 
checks, hearings, 11849 
Barium titanate, development of screenable 
high dielectric constant ceramic-glass di- 
electrics, 1152 
Barker, Linda A., preprimary enrollment, 
11969 
Basal canker of white pine, case study, 12061 
Bates, R., channel lighted buoy model, 11695 
Battleships, annotated bibliography of Naval 
gunfire support, 12179 
Bearings (machinery) : 
investigation of air bearings for gas tur- 
bine engines, 11535 
Beas, Robert J., relief, 11788 


Beet armyworms, see Armyworms. 
Beetles : 
emergence, attack densities, and seasonal 
trends of mountain pine beetles (Den- 
— ponderosa) 
5 


in Black Hills, 


Japanese beetle, how we fight it, 11497 
Behavior, behavioral sciences & medical ed- 
ucation, report of 4 conferences, 12243 

Bellanca, Guido, relief, 11886 

Benedictor, Maguelito Y., relief, 11875 

Beneficiaries, preliminary findings from 
survey of new beneficiaries, reports, 12324 

Benefits of survivors of Supreme Court jus- 
tices, 11907 

Bennett, William H., 
ern pines, 12050 

Benomy]l, injection of benomy! into elm, oak 
and maple, 12063 

Bentley Helen D.: 
remarks— 

May 5, 1972, 12015 
June 12, 1972, 12017 

Serryhill, Henry L., jr., organic and trace- 
element content of holocene sediments in 2 
estuarine bays, Pamlico Sound area, N.C., 
12091 

Beta Club Week, 
Week. 

Better controls needed in reviewing selection 
of in-house or contract performance of 
support activities, Department of Defense, 
GAO report, 12073 

Bible, councils and committees, selection of 
readings from classics, Bible, etc., 11920 

Bibliography : 

American history— 
departmental edition, 11521 

document edition, 11759 

centralized processing of fresh meat and 
poultry, including radiation pasteuriza- 
tion, bibliography, 11550 

Chagas’ disease 1909-69, 11486 

environmental bibliography, 11991 

literature search and critical analysis of 
biological trickling filter studies, 12006 

Marine Corps historical bibliographies 
series, 12179 

Mexican-Americans, 12105 

Naval gunfire support, annotated bibliog- 
raphy, 12179 


insect pests of south- 


see National Beta Club 
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Bibdliography—Continued 
non-fiction men read, 11515 
PACAF basic bibliographies, 11515-516 
personnel management, 11516 
pulsars, 11548 

Bills (congressional) : 
armed services hearings on miscellaneous 

bills, 11847 

Binaural improvement in normal and defec- 

tive ears in background of other voices, 


12186 
Biochemistry : 
biochemical aspects of biological effect of 
low-frequency pulsed electromagnetic 
field, USSR study, 12147 
biological concepts for design and epare- 
tion of activated sludge process, 12007 
chemical indicators of Arctic biological 
and environmental activities, 11976 
Biography, if elected, unsuccessful candi- 
dates for Presidency 1796-1968, biog- 
raphies, portraits, etc., 12269 
Biological chemistry, see Biochemistry. 
Biological concepts for design and operation 
of activated eocee gancen, 35 12 
Biological filters, see Filters and filtration. 
Biology, technical assistant, examination an- 
nouncement, amendment, 11675 
see also Space biology. 
Biomedicine, Russian report to 15th COSPAR 
session, USSR 1971 space research, 12133 


Birds : 
birds of Arrowwood National Wildlife Ref- 
uge, 12334 
protection of mgretets birds, agreement 
with Mexico, 1234 
Bivins, Harold A.., a petingnesty of 
Naval gunfire support, 12179 
Black cherry, see Cherry. 
Black Hills: 
emergence, attack densities, and seasonal 
trends of mountain pine beetles (Den- 
Seeeenee ponderosa) in Black Hills, 


throughfall and stemflow 9p in 
second-growth ponderosa pine in Black 
Hills, 12056 
veneer recovery from Black Hills pon- 
derosa pine, 12066 
Black lung disease, see Pneumoconiosis. 
Blackfeet Indians, judgment funds, division 
and disposition, law, 11721 
Blades, investigation of boundary layers and 
tip flows of helicopter rotor blades, 11539 
Blasting, abrasive blasting, military stand- 
ard, 11956 
Blind, volunteers with vision, 12178 
Blood : 
comparison of serum cholinesterase meth- 
ods, 11557 
effect of mexamine, cystamine, cystaphos 
and aet on permeability of histo-hematic 
barriers of adrenal and thyroid glands, 
USSR study, 12150 
effect cf 90-day exposure to 1% CO, on 
acid-base status of blood, 12184 
National heart, blood vessel, lung, 
blood act, hearing, 1185 
BNDD, see Narcotics and Dangerous Drugs 
Bureau. 
Boards (lumber), see Lumber. 
Boise project, mechanical equipment, region 
1, field review of maintenance, 12312 
Bollworms, laboratory studies on develop- 
ment, longevity, and fecundity of 6 lepi- 
dopterous pests of cotton in Arizona, 


and 


Bones, James T., primar 
dustries of Kentucky, 1 
Bongers, Leonard H., sand ae gravel over- 
lay for control of mercury in sediments, 


To wood-product in- 


Books, Library of Congress, national union 
catalog, cumulative author lists, register 
of additional locations, 12177 
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Boots and shoes, women’s casual shoes, Wil- 
son Shoe Corp., Shamokin, Pa., Tariff Com- 
mission report, 12361 

Boundary layer, investigation of boundary 
layers and tip flows of helicopter rotor 
blades, 11539 

Boys, boys in fatherless families, 11668 

Braking, performance of aircraft tire under 
eyclic braking and of currently operational 
antiskid braking system, 12217 

Brantley project, construct, operate, 
maintain, report, 11891 

Brazing, see Solder and soldering. 

Breeding, see Inbreeding. 

Bridging public-nonpublic school gap, 11960 

Brimmer, Andrew F., remarks, June 9, 1972, 
12026 

Bristol, 1970, 


and 


Conn., census of housing, 


metropolitan housing characteristics, 
11580 


Broadcasting, see Radio broadcasting. 
Brogdon, Noble J., jr., Grays Harbor estuary, 
Wash., verification and base tests, hy- 
draulic model investigation, 11988 
Brown, Willard O., relief, 11876 
Browne, Secor D., remarks, 11669 
Bruggink, Gerard M., emergency landing 
techniques in small fixed-wing aircraft, 
12279 
Bryan, Lesley E., relief, 11792, 11884 
Bryan, Tex. : 
annual compilation and analysis of hydro- 
logic data for urban studies in Bryan, 
Tex. metropolitan area, 12087 

census of housing, 1970, metropolitan 
housing characteristics, 11581 
Budget of United States, 1972, status score- 
keeping reports, 11866—68 
Budgets, see District of Columbia. 
Budworms, laboratory studies on develop- 
ment, longevity, and fecundity of 6 lepi- 
dopterous pests of cotton in Arizona, 11505 
Buffalo, N.Y. : 
census of population and housing, 1970, 
census tracts, 11622 

methadone maintenance program, 
sight, hearing, 11857 

model programs, compensatory education, 
Project Early Push, Buffalo, N.Y., 11966 

Building: 

administration of criteria for leasing of 

buildings to be constructed, General 

ee Administration, GAO report, 
070 


over- 


design loads for inserts embedded in con- 
crete, 12226 

Building construction, developing automated 
control systems for construction, USSR 
study, 12144 

Building science series, 12226 

Building trades, union wages and hours, 

Buildings : 
administration of criteria for leasing of 

buildings to be constructed, General 
Services Administration, GAO report, 
12070 
high-rise, firesafety, international confer- 
ence, proceedings, 12302 
historic preservation in 
areas, 12100 

Bulletins, see Farmers’ bulletins—also names 
of departments, etc., issuing bulletins—also 
subjects. 

Buoyancy, buoyancy and stability character 
istics of human body in fresh water, final 
report, 11697 

Buoys: 
channel lighted buoy model, 11695 
evaluation of various signal red materials 

for use on plastic buoys, final report, 
11694 
on daytime ranges of buoys, 11693 

Burch, Dean, address, Apr. 12, 1972, 12009 

Burgess, Isabel A., address, Mar. 23, 1972, 
12276 


urban renewal 
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Buses, see Motorbuses—School buses. 
Business : 
county business patterns, CBP series, 
11643-646 
publications order form, 11647 
establishing in Mexico, 11705 
Minority enterprise small business invest- 
ment act, message from the President, 
11764 
overseas business reports, 11701—706 
partners in action in science and tech- 
nology (remarks), 11707 
small business— 
Federal paperwork burden, hearings, 
11927 


Wholesome meat act of 1967, effects 
upon small business, economic prob- 
lems resulting from environmental- 
consumer legislation, 11926 

stimulating business and pleasure travel 

from abroad, 123373 

Butz, Earl, address, Feb. 26, 1972, 11488 
Buying, see Purchasing. 


c 


C&MS, see Consumer and Marketing Service. 
C.C.C., see Commodity Credit Corporation. 
C.F.S. series, 12254-255 

Cabbage loopers, see Loopers. 

Cadets, see Military Academy, West Point. 

Cadmium, cadmium from Japan, determina- 
tion of injury to U.S. industry, Tariff Com- 
mission report, 12354 

Calcium carbonate, importation of marble, 
travertine and articles of marble threatens 
domestic industry, remedies, etc., 11770 

Calculators, calculators, typewriters and 
typewriter parts, workers of Elmira, N.Y., 

lant of Remington Rand Division, Sperry 
and Corp., Tariff Commission report, 
12355 

Calendars, color it green with trees, calen- 
dar of activities for home arborists, 11498 

Calibration, precision measurement and cali- 
bration, colorimetry, 12231 

California : 
census of agriculture, 1969, area reports— 

county data, 11577 
summary data, 11576 

Campagna, Robert W., mathematical wind 
gust model and computer programs for use 
with aircraft simulations, 11530 

Camps, suggestions for food service for day 
camps and recreation programs, 12039 

Canada : 
economic trends and their implications for 

United States, 1211 
nontariff barriers affecting trade in agri- 
cultural products, Canada, 12040 
tracking station, agreement, 12338 

Canal Zone Government, financial statements 
1971 and 1970, 11780 

Cankers (diseases of plant) : 
basal canker of white pine, case study, use 

of large-scale aerial color photography 
for assessing forest tree diseases, 12061 

Capacitors : 

capacitor-resistor, Federal item identifica- 
tion guide, change, 11 

development of screenable high dielectric 
constant ceramic-glass dielectrics, 11526 

Cape Cod to Sandy Hook, coast pilot, supple- 
ment, 12257 

Capture, Apollo experience report, docking 
system, 12 . 

Carbon dioxide, effect of 90-day exposure to 
1% CO, on acid-base status of blood, 
12184 

Career opportunities as 
librarian, 11678 

Career opportunities for persons entitled to 
veteran preference, messengers, 11679 

Career Mpa By in medical technology, 
clinical and health research, 11680 


medical record 
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Career with FHWA typists and stenog- 
raphers, 12010 

Careers, see Civil service—Occupations. 

Careers in dietetics, dietitian, dietetic assist- 
ant, public health nutritionists, 11681 

Careers in pharmacy, 11682 

Careers in psychiatry, 12244 

Careers in therapy, physical, cccupational, 
corrective, educational, manual arts, 1168: 

Carr, G. L., evaluation of ancillary items for 
M18 and XM19 landing mats, 11985 

Carriers, Interstate commerce act, amend, 

report, 11899 

see also Motor carriers. 

Carvell, Kayo N., relief, 11877 

Castings, titanium ingot, mill products, and 
castings, summary, current industrial re 
ports, 11656 

Cataloging : 
cataloging manual M series, 11945 
CIP, cataloging in publication progress re- 

= 12175-176 
Cata 


coneriaht entries, 11931 
Library of Congress, national union 
catalog, register of additional locations, 


chart catalog, 


United States nautical 
Hawaii, Guam 


Pacific Coast, includin 
and Samoa Islands, 12 
Caterpillars, laboratory tests on development, 
longevity, and fecundity of 6 lepidopter- 
ous pests of cotton in Arizona, 11505 
Cathodes, electron spin resonance techniques 
for nitroaromatic cathode depolarizer 
studies, 11529 
Cattle, see Livestock. 
CCC, see Commodity Credit Corporation. 
Cedar, Alaska-cedar, American woods, 12041 
Cedar Rapids, Iowa, census of housing, 1970, 
metropolitan housing characteristics, 
11582 
Cement, effects of duration of moist curing 
on concrete made with blended cements 
or pozzolans, laboratory investigations of 
6-in. aggregate concrete, 11987 
Census: 
agriculture, 1969, area reports, 11559-—578 
collection, evaluation, and processing 
series, data access descriptions, 11663 
data access descriptions, 11663 
housing, 1970— 
metropolitan housing, 11579-618 
supplementary reports, 11619 
population and housing, census tracts, 
11621-—642 
population, 1970, supplementary reports, 
11620 


public use samples of basic records from 
1970 census description and technical 
documentation, 11664 
Census Bureau, working papers, 11665 
Census tracts, 11621, 11633 
Central Sierra Profiling snow gage, guide to 
fabrication and operation, 11549 
Central Sierra Snow Laboratory, Central 
Sierra profiling snow gage, guide to fabri- 
cation and operation, 11549 
Central Valley project: 
communication and control systems, 
 -y 2, field review of maintenance, 
06 


a ey Central Valley 


mechanical 
field review of mainte- 


project, region 2 
nance, 12310 
Ceramics, development of screenable high 
dielectric constant ceramic-glass dielec- 
tries, 11526 
Certain peculiarities in metabolism of Fran- 
cisella tularensis media Asiatica aikimb 
USSR study, 12136 
Chagas’ disease, see Trypanosomiasis. 
Change 25, May 27, 1972, list of lights and 
fog signals, western Pacific and Indian 
ag Persian Gulf and Red 


, 
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Changing demand for farm products (re- 
marks), 11492 . : 

Channel lighted buoy model, 11695 

Channels, channel lighted buo model, 11695 

Characteristics of 18 year old enlistees who 
enter Air Force before becoming draft 
eligible, 11514 

Characteristics of occupied housing units by 
household composition and tenure, for 
United States, supplementary report, 


11619 

Chattahoochee National Forest, general in- 
formation, 2 

Checks, cashing of Government checks, hear- 
ings, 11849 
see also Traveler’s checks. 

Chemical analysis, 17th annual AFOSR 
chemistry program review, 11509 

Chemical elements, emission properties of 
materials, USSR study, 12143 

Chemical indicators of Arctic Peal and 
environmental activities, 11976 

Chemicals : 
evaluation of warm fog abatement chemi- 

cals, 12353 
—— current industrial reports, 
1 

Chemistry, 17th annual AFOSR chemistry 
program review, 11509 
see also Biochemistry—Surface chemistry. 

Cherry, rate of value increase for black 
cherry, red maple, and white ash, 12062 

Chesapeake Bay, remote sensing of Chesa- 
peake Bay, conference proceedings, 12212 

Cheyenne-Arapaho Tribes of Oklahoma, see 
Cheyenne Indians. 

Cheyenne Indians, Cheyenne-Arapaho Tribes 
of Oklahoma, judgment funds, disposition, 
report, 11807 

Chicago & Southern Airlines, Inc., accident 
report, 12275 

Chicanos, see Mexican-Americans. 

Chicopee, Mass., census of housing, 1970, 
oeeeean housing characteristics, 


Child development, see Children. 
Child health, see Children. 
Children : 

= development, 


day care (series), 


1166 

learning with food, da Ae center for 
migrant children, 115 

preprimary enrollment, 11969 

programs of Maternal and Child Health 
Service, 12180 

serving children with special needs, 11667 


summer food service program for poor and 
underprivileged children, , report 11813 

see also Cripples—Day care of children. 

Children’s literature, guide to reference, 
sources, Ist supplement, 12174 

Chile, economic trends and their implica- 
tions for vs States, 12120 

Chiles, Dean, effects of alcohol on prob- 
lem solving task, 11556 

China, Republic, double taxation, earnin 
from operation of ships and aire 3 
agreement, 12339 

China Creek, basin, 
upper Santa Ana 
fornia, 12097 

Chinese, Sino-Soviet 
East, hearin 118 

Chlorogenie acid, occurrence and genotypic 
differences of chlorogenic acid in ugilas- 
fir foliage, 12053 

Cholinesterase, comparison of serum cholin- 
esterase methods, 11557 

Christal, Raymond E., racial differences in 
terms of work assignments, job interest, 
and felt utilization of talents and training 
analysis, Air Force, 115138 

Chung Chi Lee, see Lee, Chung Chi. 

Cincinnati, Ohio, census of population and 
housing, 1970, census tracts, 11624 


as my water outflow, 
lley, Southern Cali- 


5 mene in Middle 
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CIP catelouing in publication progress re- 
port, 12175—-176 
Circuit Courts of Appeal, Federal District 
and Circuit Court records, pre-1840, list, 
12225 
Circulars, see names of departments, etc., is- 
suing circulars. 
Cities and towns: 
historic preservation 
areas, 12100 
mixing heights, wind 
tial for urban air 
out contiguous U.S., errata, 11517 
survey of national geo-coding systems, 
program in urban transportation, 12367 
Civil aviation, see Aeronuatics. 
Civil defense, see Civilian defense. 
Civil Defense Office: 
annual statistical report, 11670 
technical report, 11671 
Civil rights act, amend, law, 11727 
Civil Rights : Commission : 


in urban renewal 


speeds, and poten- 
pollution through- 


appropriations, 1973, hearings, 11843 
hearings on civil rights, Washington, D.C., 
11672 
Civil service : 
career opportunities, careers in psychiatry, 
12244 


examination announcements— 
audiology, speech pathology, professional 
careers, 11688 
commodity grader, meat, 11673 
computer specialist, amendment, 11676 
dietetics, etc., 11681 
freight rate specialist, 11677 
illustrator, 11685 
junior Federal assistant, amendment, 
674 
medical officer, dental officer, 11686 
medical record librarian, 11678 
medical technology, clinical and health 
research, 11686 
messengers, 11679 
pharmacy, 11682 
psychologist, 11684 
technical assistant, amendment, 11675 
therapy, 11683 
veterinary medical officer, 11687 
Civil Service Commission : 
appropriations, 1973 amendments, 11782 
efforts to employ disadvantaged persons in 
Federal government, GAO report, 12077 
Civilian defense : 
annual statistical summary, Civil Defense 
Office, 11670 
EMP protection for AM radio broadcast 
stations, 11671 
Federal civil defense act of 1950, amend, 
report, 11812 
Civilian employees, see Armed Forces. 
Claims, claims and judgments against U.S., 
appropriation, request to pay, 11871 
Clark, G. P., on daytime ranges of buoys, 
11693 
Clark National Forest, general information, 
12043 
Classics, see Literature. 
Clay, methods of analysis of NBS clay stand- 
ards, 12230 
Cleaner engines for cleaner air, progress and 
problems in reducing air pollution from 
automobiles, 12074 
Cleaning, abrasive blasting, military stand- 
ard, 11956 
Clear-cutting, elimination of scattered resid- 
ual saplings left after clearcut harvesting 
of Appalachian hardwoods, 12052 
Clearance and settlement of securities trans- 
actions, hearings, 11916 
Clearcutting, see Clear-cutting. 
Cleveland, Ohio, census of population and 
housing, 1970, census tracts, 11625 
Clinton County, Pa., acidity control in Bald 
BDagle Creek and West Branch Susque- 
anes River, Clinton County, Penn., 12086 
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Clothing, see names or types of clothing. 
Coal: 


adsorption characteristics of coals and 
chars, report, 11689 
open cycle coal burning MHD power 
generation, assessement and plan for 
action, 11691 
Coal mines and mining: 
Federal coal mine health and safety act, 
amend, report, 11805 
mandatory health and safety standards 
surface coal mines and work areas of 
underground coal mines, supplementary 
pages, 12195 
Coal Research Office, research and develop- 
ment reports, 11689-691 
Coast Guard: 
appropriations, 1973, 
port, 11819 
authority and capability to handle prob- 
lems of marine safety and water pollu- 
tion, extend, report, 11820 
Coast Guard history, 11692 
Coast Guard Academy, New London, addi- 
tional pay for permanent professors, pro- 
vide report, 11825 
Coast Guard history, 11692 
Coast guide, see Coast pilots. 
Coast pilots: 
United States coast pilot— 
Atlantic Coast, Cod to Sandy 
Hook, supplement, 12257 
supplement, 12258 
Coating materials, see Films (coatings). 
Cockrell, Charles F., production of flyash- 
based structural materials, 11690 
Code of Federal regulations, 12022—25 
see also for titles, chapters, etc., of the 
Code printed separately, subject 
involved. 
Codes, survey of national geo-coding systems, 
program in urban transportation, 12367 
see also subjects. 
Codes of law, see subjects. 
Coding theory, see Information theory. 
Coffee, international agreement, 1968, con- 
tinue, law, 11728 
Colbath, Charles, relief, 11787 
Cold Regions Research and Engineering 
Laboratory : 
research reports, 11976 
special report, 11977 
Collecting forest seed cones in Pacific North- 
west, 
Collection, evaluation, and processing series, 
11663 


authorization, re 


Collective bargaining, collective bargaining 
in transportation (remarks), 12161 
College Station, Tex., census of housing, 1970, 
metropolitan housing characteristics, 
11581 
Colleges and universities: 
correspondence courses offered by partict- 
ore colleges and universities through 
—— States Armed Forces Institute, 
4th annual earth resources program re- 
view, university programs, 12200 
student guaranteed loan program, eligible 
institutions lists, by States, 11961 
teaching and research staff by academic 
rly institutions of higher education, 
119 
undergraduate secial work education for 
practice, report on curriculum content 
and issues, 12375 
Collisions, see Aircraft accidents. 
Collisions avoidance system analysis, 12352 
Colombo, P. C., collision avoidance system 
analysis, 12352 
Color it green with trees, 11498 
Color-word interference test and its relation 
to performance impairment under auditory 
distraction, 11558 
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Colorado River storage project : 
communication and control systems, re- 
gion 4, field review of maintenance, 
12307 
electrical equipment, region 4, Colorado 
River storage project, Provo River proj- 
ect, field review of operation and main- 
tenance, 12313 
Colorimetry, precision measurement and cali- 
bration, 12231 
Columbia Basin 
ment, region 1, 


roject, mechanical equip- 
eld review of maintenance, 


12312 
Columbia River : 
mathematical model of Columbia River 
from Pacific Ocean to Bonneville Dam 
oe and initial verification pro- 
cedures, 8 
Oreg. and Wash., John Day Dam, 11975 
Columbus, Ohio: 
census of— 
housing, 1970, metropolitan housing 
characteristics, 115 
population and housing, 1970, 
tracts, 11626 
Command vehicles, see Spacecraft modules. 
Commemorative stamps, see Postage stamps. 
Commerce: 
agricultural 
12040 


census 


trade policy ATP (series), 


domestic economic developments and our 
role in world economy (remarks), 11933 
foreign trade regulations— 
Dominican Republic, 11702 
Empire of Ethiopia, 11703 
Spain, 11704 
Japan and U.S., replacing old partnership 
with new partnerships (address), 11700 
U.S. trade with Communist areas in East- 
ern Europe and Asia, 11701 

Commerce, aes parcys Senate: 
hearings, 11917-918 
reports, 11890, 11899-900, 11906 

Commerce Department, appropriations, 1973, 
hearings, 11843 

Commercial products, selected instruments 

and related products, current industrial 
reports, change, 11 
see also names of products. 

Commission on Bankruptcy Laws of United 
States, see Bankruptcy Laws of United 
States Commission. 

Commissioned officers, see Army. 

Committees, councils and committees, selec- 

tion of readings from classics, bible, etc., 
11920 
see also Advisory committees. 

Commodities, see Agricultural products—also 
names of commodities. 

Commodity Credit Corporation charts pro- 
viding graphic summary through June 30, 
1971, 11709 

Commodity prices, see Prices. 

Common carriers, see Motor carriers. 

Communicable disease control amendments 
act of 1972, 11897 

Communicable diseases, see Contagion and 
contagious diseases. 

Communication and control systems, 12306—9 

Communications : 
communication and control systems— 

Central Valley project, region 2, field 
review of maintenance, 306 

Colorado River storage project, region 
4, field review of maintenance, 12307 

region 6, field review of maintenance, 


12308 
South Platte River projects, North 
Platte River projects, region 7, field 
review of maintenance, 12% 
design considerations for microphone- 
equippment mouthpiece for Navy diver 
communication, 12194 
satellite act of 1962, annual report for 
1 tt he activities an accomplishments, 
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Communications—Continued 
studies in Navy communication— 
effect of word predictability on sentence 
intelligibility, 12185 
effects of time/frequency distortion on 
prosodic features of speech, 12187 
see also Telecommunication. 

Community facilities, White House Confer- 
ence on Aging, recommended for action, 
facilities, programs, and services, 12380 

Community relations, conflict resolution pro- 
gram, 11712 

Compacts (interstate), see Interstate agree- 
ments. 

Comparative evaiuation of some methods for 
analyzing dynamics of incidence of infec- 
tious diseases, USSR study, 12142 

Comparison of optimal and noise-abatement 
trajectories of tilt-rotor aircraft, 12206 

Comparison of serum cholinesterase meth- 
ods, 11557 

Compensatory education, see Education. 

Compilation of hydrologic data, Little Elm 
Creek, Trinity River basin, Tex., 12093 

Compounds : 
emission properties of materials, 

study, 12143 
mode of action of some physiologically ac- 
tive compounds, USSR study, 12151 

Comprehensive older Americans services 
amendments of 1972, 11837 

Comptroller General, see General Account- 
ing Office. : 

Comepter peageam for calculating inbreed- 
ing s cients in dioecious populations, 


USSR 


eumiae programs/ programming: 
auxiliary programming for Fortran typo- 
graphic system, 12285 


computer program for calculating inbreed- 
—— in dioecious populations, 


mathematical wind gust model and com- 
puter programs for use with aircraft 
simulations, 11530 

possibilities for computer modeling of in- 
Prone epidemics in USSR, USSR study, 
12141 


simple correction procedure for quantita- 
tive electron probe microanalysis, 12235 
see also names of subjects for which 
programs have been made. 
Computer specialists, examination announce- 
ment, amendment, 11676 
Computers, see Electronic computers. 
Conciliation, see Arbitration. 
Concrete : 
concrete and concreting materials exposed 
to natural weathering, performance in- 
vestigation, supp., 11986 
design loads for inserts embedded in con- 
crete, 12226 
effect of method of preparation of ends of 
concrete a for testing, 11982 
effects of d ion of moist curing on con- 
crete ma th blended cements or poz- 
zolans, laftatory .o of 6-in.- 
aggregate concrete, 987 
investigation of Re 
urban runoff control, 11 
Condensers (electric), see Capacitors. 
Cones, —— forest seed cones in Pacific 
Northwest, 1 4 
Confederated Salish and Kootenai Tribes of 
Flathead Reservation, see Flathead Indi- 
ans—Kootenai Indians—Salish Indians. 
Conference committees, reports, 11805, 
ey 11816, 11819—820, 11823, 11829, 


amas for 


Conferences, congresses, etc., see subject of 
conference. 


Conflict resolution program, 11712 
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Congress of United States: 
laws, public, 11714—755 
provide copies of daily and semimonthly 
congressional records to libraries of 
certain U.S. courts, report, 11834 
reports to be made to Congress, list, 11767 
Congressional record, see Congress of United 
tates. 
Conifers, fuel-breaks in Sierra Nevada mixed- 
conifer type, guides, 12049 
Connecticut, water, Connecticut resource, 


report of watershed activities, 12333. 
Conscription : 
draft information series, 12317 
impact of all-volunteer force on AFROTC 
Officer procurement, 11512 
lottery and class 1—H, further explanation, 
17 


123 
Conservation, see Natural resources—dalso 
subject. 
Consideration of H.R. 14734, 11806 
Construction, see Building. 
Construction industry, coo 
labor, management and 
dress), 12152 
Construction materials, production of fly- 
ash-based structural materials, 11690 
Consumer and Marketing Service, C&MS 
series, 11% 
Consumer education, keys to quality, food 
buying guides from USDA, 11480 
Consumers : 
agriculture, environmental and consumer 
rotection appropriations, 1973, hear- 
ngs, 11839 
consumers in the 70’s (address), 12029 
environmental and consumer protection 
appropriations, 1972, report, 11817 
white douse Conference on A ing, pro- 
tective and social support, 1238 
see also Consumer education. 
Consumers in the 70’s, 12029 
Contagion and contagious diseases : 
communicable disease control 
ments, report, 11897 
comparative evaluation of some methods 
for analyzing dynamics of incidence of 
infectious diseases, USSR study, 12142 
grants for communicable disease control, 
authorization, report, 11897 
Containerization : 
intermodal transportation 
12017 
some recent problems in shipping indus- 
try (remarks), 12016 
Continuing appropriations, 1973, 11815 
Contractor report NASA CR _ (series), 
12204-—209 
Control and confinement of oil pollution on 
water with monomolecular surface films, 
11696 
Control systems: 
automated control systems in Ukranian 
economy, USSR study, 12135 
better controls needed in reviewing selec- 
tion of in-house or contract perform- 
ance of support activities, Department 
of Defense, GAO report, 12073 
communication and control systems— 
Central Valley project, region 2, field 
review of maintenance, 12306 
Colorado River storage project, region 
4, field review of maintenance, 12307 
region 6, field review of maintenance, 


ration among 
vernment (ad- 


amend- 


(remarks), 


South Platte River projects, North 
Platte River projects, region 7, field 
review of maintenance, 12309 

developing automated control systems for 

construction, USSR study, 12144 

reliability decision and control, reliability 

— for naval ordnance equipment, 
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Controllability : 
procedure for estimating stability and 
control parameters from flight test data 
by using maximum likelihood methods 
wrens real-time digital system, 


ship motion and attitude, interface stand- 
ard for shipboard systems, military 
standard, 11954 
Conveyance of surplus property for use as 
historic monuments, tisss 
Cooling systems, cost comparison of dry- 
type and conventional cooling systems 
for representative nuclear generating 
plants, 11551 
see also Air conditioning. 
Coombs, Charles A., Treasury and Federal 
a" foreign exchange operations, 


Cooperative forest fire control, program 
financing, Federal, State and private 
funds, 12045 

Cooperative forest management programs, 
law, 11751 

Cooperative State Research Service, CSRS 
series, 11930 

Copyright, catalog of copyright entries, 


119: 

Copyright Office, Register of Copyrights, 
annual reports, 11932 

ber eg dos Reis, see Reis, Margarida A.C. 
os. 

Correspondence schools and courses, corre- 
spondence courses offered by participat- 
ing colleges and universities through 
United States Armed Forces Institute, 

Corro, Yolanda E., foreign trade regula- 
tions of Spain, 11704 

Corrosion and anticorrosives: 
abrasive blasting, military 

11956 
corrosion of electronic components by 
fumes from plastics, 11528 
stress-corrosion cracking of high-strength 
steels and titanium alloys, 12292 

Corrosion of electronic components by fumes 
from plastics, 11528 

Cost, see subjects. 

Cost-benefit analysis used in support of 
space shuttle program, 12075 

Cost comparison of dry-type and conven 
tioaal cooling systems for representative 
nuclear generating plants, 11551 

Cost of transporting freight by class 1 ana 
2 motor common carriers of general com 
modities by regions or territories, 12121 

Cotton, laboratory studies on development, 

longevity, and fecundity of 6 lepidopter- 
ous pests of cotton in Arizona, 11505 
see also hearings beginning cotton, 
Cotton gin operating costs in Midsouth, 


standard, 


Cotton gins and ginning, cotton gin operat- 
ing costs in Midsouth, 1969—70 and 1970- 
71 seasons, 11494 

Councils and committees, selection of read- 
ings, 11920 

Counties : 


county CBP series, 


business patterns, 
1164 6 
publications order form, 11647 
county forest industry facts, Tennessee 
Valley, 1970, report, 12362 
Country of origin of foreign stock, for 
United States, 1970 and 1960, 11620 
County business patterns, 11644 
County forest industry facts, Tennessee Val- 
ley, 1970, report, 12362 
County government, see Government. 
Courts, court decisions et to equal 
educations: opportunity, 1191 
Courts of United a copies of 
daily and semimonthly Congressional Rec- 
ord to libraries of certain U.S. 
report, 11834 


courts, 
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Coveralls, Federal item identification guide, 
change, 11949 
Covering leg 11 of drilling vessel Glomar 
CaaBengee, Miami, Fla. to Hoboken, N.J., 
12270 
Crack-growth resistance characteristics of 
high-strength sheet alloys, 12294 
Crack of metals, see Fracture of metals. 
Cracking (fracturing) s 
stress-corrosion cracking of high-strength 
steels and titanium alloys, 12292 
Crane, Charles R., comparison 
cholinesterase methods, 11557 
Crashes, see Aircraft accidents—Motor ve- 
hicles accidents. 
Craven, Stephen K., foreign trade regula- 
tions of Empire of Ethiopia, 11703 
CRC, see Civil Rights Commission. 
Credit : 
consumers in the 70’s (address), 12029 
foreign credits by United States Govern- 
ment, 12369 
open market operations and monetary and 
credit aggregates, 12027 
Crime and criminals: 
crime and delinquency monograph series, 
topies, 12245 
Criminal statistics, 12245 
Criminals, see Crime and criminals. 
Criminology, see Crime and criminals. 
Cone services for crippled children, 
12182 


of serum 


Crops: 

Arizona agriculture statistics, 12350 
minimum tillage, 12329 
CRREL, see Cold Regions 
Engineering Laboratory. 
=— see Cooperative State Research Serv- 


Research and 


PS M. M., engineer design tests of 
dust-control materials and emplacement 
equipment, 11984 

Culture media, see Bacteria and bacteriol- 


* ogy. 

Culverts, estimating and controlling erosion 
at oe outlets, practical guidance, 
11983 

Cunninj ham, Richard A., development of 
Siberian and Dahurian’ larches after 10 
years in North Dakota, 12055 

Current fishery statistics, C.F.S. 
12254-255 

Current industrial reports, 11648—660 

Current industrial reports, selected instru- 
ments rs related products, 1970, change 
sheet, 116 

Current problems in space biology and medi- 
cine, USSR study, 12128 

Curriculum, undergraduate social work edu- 
eation for i oy sepest on curriculum 
content and issues, 1237 

Customs, see Tariff. 

Cybernetics : 
developing automated control systems for 

construction, USSR study, 12144 
nav ager sybernetics of ‘flight, USSR 
study, 12 

Cylinders, effect of method of preparation of 
yd concrete cylinders for testing, 
119: 


series, 


Cyprus, economic trends and their implica- 
tions for United States, 12113 

Cystamine, see Cysteamines. 

Cysteamines, effect of mexamine, cystamine, 
cytaphos and aet on permeability of histo- 
hematiec barriers of adrenal and thyroid 
glands, 12150 


D 


Daito Islands, reversion to Japan of Ryukyu 
and Daito Islands, agreement, 12348 

Data, see subjects. 

Data access descriptions, 11663 


a compression processors, see Absorp- 
tion. 
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Data processing, see Electronic data proc- 
essing system. 

Data processing technicians, 
sistant, examination 
amendment, 11675 

Data storage and retrieval systems, see In- 
formation storage and retrieval systems. 

Davenport, Iowa, area wage survey, 12167 

Day care of children: 
child development, day care (series), 11667 
learning with food, day care center for 

migrant children, 11500 
serving children with special needs, 11667 

Days, see names of special days. 

Dayton, Ohio, census of population and hous- 
ing, 1970, census tracts, 11627 

Deaf, binaural improvement in normal and 
defective ears in background of other 
voices, 12186 

Debt, see Public debt. 

Decisions, see names of Courts, etc., render- 
ing decisions—also subjects. 

Decisions and orders of National Labor Rela- 
tions Board, 12252 

Decompression, physiological evaluation of 
moe jet transport passenger oxygen 
mas 

Decoys  — # ): 
plastic duck , a G & H Decoy Manu- 

facturing Co., ge Ga., Tariff 
Commission report, 12 

Deeming, John E., Sta _ ee rat- 
ing system, 12067 

Deep Sea Drilling Project, leg 11 of drilling 
vessel Glomar Challenger, Miami, Fla., to 
Hoboken, 2270 

Deer, rearing and training deer for food 
habits studies, 12054 

Defense, see National defense. 

Defense Civil ae Agency, hand- 
book series, 1193 

we Contract Administration Services 

e 
anpeal “historical summaries— 
Cleveland, Ohio, 11942 
St. Louis, Mo., 11943 

Defense Department: 

appropriations, 1973— 
hearings, 11840 
military construction, hearings, 11845 
military procurement authorization, 

hearings. 11913 

better controls needed in reviewing selec- 
tion of in-house or contract perform- 
ance of support activities, Department 
of Defense, GAO report, 1207. 

cataloging manual M series, 11945 

how to buy personal property from De- 
partment of Defense, B52: 

military standards, 11953-956 

observations on financial inventory ac- 
counting, what it is and what it could 
be, GAO report, 12081 

Defense Depot Ogden, Ogden, Utah, annual 
historical summary, 1 4 


technical as- 
announcement, 


Defense production act amendments of 1972, 
11818 


Delaware River Basin Commission, appro- 
priations, 1973, hearings, 11912 

Delineation of problem housing areas, 11663 

Delinquency, see Juvenile delinquency. 

Demand, see Supply and qemand. 

Demaree, Richard S. jr., sequential ultra- 
structural study of effects of intravenous 
lipid emulsion, 11540 

Denison, Tex., census of housing, 1970, 
cy * fcrr, housing characteristics, 


Denmark, atomic energy, [ABA application 
of safeguards pursuant to non-prolifera- 
tion treaty, suspending agreement, 12340 

Density, emergence, attack densities, and 
seasonal trends of mountain pine beetles 
(Dendroctonus ponderosa) in Black Hills, 


Dental officers, see Dentists. 
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Dentists, dental officer, examination an- 
nouncement, 11686 

Department of Agriculture-environmental 
and consumer protection appropriation 
bill, 1973, 11817 

Department of Defense appropriations for 
973, 11840 

Department of Housing and Urban Develop- 
ment, space, science, veterans, and certain 
other independent agencies appropriations, 


1191 

Departments of Labor and Health, Educa- 
tion, and Welfare appropriations for 1973, 
11842 

Departments of State, Justice, and Com- 
merce, the jediciary and related agencies 
appropriations for 1973, 11843 

Depository libraries, see Libraries. 

Desegregation in education, see Discrimina- 
tion in education. 

Design considerations for microphone- 
equipped mouthpiece for Navy diver com- 
munication, 121 

Design loads for inserts embedded in con- 
crete, 12226 

Designs (industrial) : 
design loads for inserts embedded in con- 

crete, 12226 
engineer design tests of dust-control mate- 
rials and emplacement equipment, 11984 

Detroit, Mich., census of population and 
housing, 1970, census tracts, 11628 

Developing automated control systems for 
construction, USSR study, 12144 

Development of screenable high dielectric 
constant ceramic-glass dielectrics, 11526 

Development of Siberian and Dahurian 
larches after 10 years in North Dakota, 
12055 

Devices, see types of devices. 

Dial, Clyde new technologies in solid 
waste management, 994 

Dialysis, turbulent flow theory of electro- 
dialysis, 12108 . 

Dielectrics, development of screenable high 
dielectric constant ceramic-glass dielec- 
trics, 11526 

Diet, careers in dietetics, examination an- 
nouncement, 11681 

Dietitians, examination 
11681 


Je, 


announcement, 


Dietetics, see Diet. 

Difference between word intelligibility and 
sentence identification responses to synthe- 
tic sentences, 12189 

Diffraction, electron, proton, and similar 
microscopes, and diffraction apparatus, 
Tariff Commission report, 12356 

Diffusion, geometry and physical properties 
of exhaust clouds generated during static 
firing of S-1C and S—11 rocket engines, 
12208 

Digital computers, see Electronic computers. 

Dimensions of insanitary conditions in food 
manufacturing industry, Food and Drug 
Administration, Department of Health, 
Edueation, and Welfare, GAO report, 

6 

in electron- 

diodes, 


Diodes, physical 
beam-irradiated 
analysis, 12290 
Dioecious plants, see Genetics. 
Directories : 
industrial relations, BLS, studies, 12171 
national directory, drug abuse treatment 
programs, 12248 

telephone, State Department, Agency for 
International Development, Arms Con- 
trol and Disarmament Agency, 12336 

Directory of BLS studies in industrial rela- 
tions, 1960-71, 12171 

Disarmament: 
arms control 

11524 


parameters 
semiconductor 


achievements, 1959-72, 


Arms control and disarmament act, legis- 
lation to amend, 11775 
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Disability and rehabilitation, 12379 
Disability insurance, if you become disabled, 
social security benefits, 12322 
Disabled, social security disability ppetene 
statistics. 1967 applicants, 1232 
see also Disability insurance—Rehabilita- 
tion of disabled—Veterans. 
Disadvantaged, efforts to —s disadvan- 
ta persons in Federa overnment, 


12077 
Disaster assistance agreement between U.S. 
and Mexico, 12346 
Disasters : 
disaster assistance, agreement with Mex- 
ico, 1234 
disaster relief, panes appropria- 


tion, report, 118 

Federal disaster assistance program hand- 
book, 11973 

guidelines for preparation of State emer- 
gency welfare services plans, natural 
disasters, civil disorders, enemy-caused 
disasters, 11713 

in time of emergency, citizen’s **ndbook 
on disasters, 11938 

Discrimination in education, court decisions 
sepene to equal educational opportunity, 


Discrimination in employment : 
a aes opportunity act, law, 


racial differences in terms of work assign- 
ments, job interest, and utilization of 
a and training, analysis, Air Force, 
Diseases, see Contagion and contagious dis- 
eases—also names or classes of diseases. 
Diseases of animals, veterinarian and FDA 
safeguarding human health as guardians 
of animal health, 12037 
Diseases of plants: 
honeycomb and ring failure in bacterially 
infected red oak lumber after kiln dry- 
ing, 12060 
list of intercepted plant pests, 1970 report, 
11522 


ae also names of diseases or plants af- 

Dispersion, role of in size and shape in 
strengthening dispersion hardened 
nickel alloys, 12204 


Distortion, studies in Navy communication, 
effects of time/frequen distortion on 
prosodic features of speech, 12167 

District Courts, Federal District and Cir- 
cuit Court records, pre-1840, list, 12225 

District of Columbia : 

American Revolution bicentennial observ- 
ance, plan for Federal partnership in 
celebration, message from the Presi- 
dent, 11772 

appropriations, 1973— 
amendments, proposal, 11781 
hearings, 11844, 
report, 11823 

—— of population, 1970, census tracts, 


civil rights hearings, 11672 

interstate compact on mental health, au- 
thorize law, 11743 

reservoirs on Potomac River and tribu- 
taries, authorize commissioner to con- 
tract for payment, law, 11729 

salary increases for District of Columbia 
police and firemen, report, 11821 

statistical analysis of New York-Wash- 
ington, D.C. rail passenger service, 


teachers, tax-sheltered annuity contracts, 
agreement to purchase, law, 11744 
District of Columbia appropriations bill, fis- 
cal year 1973, 11828 
District of Columbia appropriations for 
1973, 11844 
District of Columbia appropriations, 
1978, hearings, 11911 


for 
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District of Columbia Committee, House: 
hearings, 11850 
report, 11821 
District of Columbia metropolitan area, bus 
subsidy pro poo” for mass transit bus 
companies beeen metropolitan 
transit area, Deariags, 11850 
Divers: 
design considerations for 
equipped mouthpiece for 
communication, 121 
further tests of training techniques to 
improve visual-motor coordination of 
Navy divers under water, 121 
Dividends from wood research, recent pub- 
esttens of Forest Pr oduets pe 
July 1—Dec. 31, 1971, list, 1 
Dobyns, Alan L., tetra-core aone analysis 
model, 37 
Docking (spacecraft), see Spacecraft. 
Documents, see Government publications— 


microphone 
Navy diver 


Records. 
Documents Office, see Public Documents De- 
rtment. 
5 par value of dollar, modification 


Dollars, 
law, 1 
Domestic economic developments and our 
role in world economy (remarks), 11933 
Dominican Republic, foreign trade regula- 

tions, 11702 

Donshik, Peter C., gastrointestinal sorbents 
in uremia, workshop, proceedings, 12242 

Double taxation, earnings from operation of 
ships and aircraft, agreement between 
U.S. and Repubile of China. 12339 

Douglass, Bernard S., collecting forest seed 
cones in Pacific Northwest, 1 4 

Douglas fir, see Fir. 

Draft (military), see Conscription. 

Driver, Charles H., assessment of effective- 
ness and effects of land disposal method- 
ologies of wastewater management, 11981 

Drivers, see Motortruck drivers. 

Drug abuse : 
drug abuse education & information mate- 

als, guide, 12247 
national directory, drug abuse treatment 
programs, 12248 
Treasury/IRS Narcotics Trafficker pro- 
gram (statement), 12370 

Drug information sources, survey of selected 
~~ -selected repositories, 12197 

= isting act of 1972, 11905 
ru 
cote of Federal regulations, 12023 
drug information sources, survey of se- 

lected drug-selected repositories and in- 
formation services, 121 
drug listing act, 1971, report, 11905 
the FDA commission, delegation of au- 
thority to State and local officials, 12036 
Federal food, drug, and cosmetic act, 
amend report, 11 
nas of drug samples to Government 
officials for analysis, hearin » Lier 
mode of action < some Dae te ogically 
tive compounds, USSR study, 
prescription drug data summary, Vos05 

Duane, William, Independence National His- 
torical Park, home and office of William 
Duane, publisher of the Aurora, Philadel- 
phia, Pa., historic structure report, his- 
torical data section, 12265 

Dubuque, Iowa, census of housing, 1970, 
ri crc housing characteristics, 


Ducks, plastic duck decoys, G & H Decoy 
Manufacturing Co., Henryetta, Ga., Tariff 
Commission, report, 12358 

Duffy, Joseph R., —— in Navy communi- 
cation, effect ‘of word predictability on 
sentence intelligibility, 12185 

Duffy. Robert J., studies in Navy communi- 
cation, effects of time/frequency distortion 
on prosodic features of speech, 12187 

Dumpit, Josephine, relief, 11879 
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Durham, N.C., census of hou 
metropolitan housing chara 


Dust, engineer design tests of dust-control 
materials and emplacement equipment, 


1970, 
ties, 


Dwellings, see Housing. 
Dynamics of wheel vehicles, statistical 
rT of obstacle-vehicle-speed systems, 


Ear binaural improvement in normal and 
defective ears in background of other 
voices, 12186 

Barle, Lioyd B., relief, 11880 


nerh annual earth program review— 
core and forestry programs, 


Geological Survey programs, 12201 
National Aeronautics and Space Admin- 
istration programs, 12199 
National Oceanic and Atmospheric Ad- 
ministration programs, and U.S. Naval 
Research Laboratory  poaprame, 12202 
university programs, 12200 
Earthquakes, in time of eme 
handbook on disasters, 11 
East (Middle Hast) : 
Sino-Soviet perspective in Middle Bast 
hearings, 11854 
United Nations Relief and Works Agency 
for Palestine refugees in Near Bast 
i a ad hearing, 11856 
— A, - vegetable unloads in east- 
, by commodities, States, etc., 


East Chicago, Ind., 
metropolita: 


ency, citizen’s 


East 
fres 
=. 


census of housing, 1970, 
housing characteristics, 


11589 

East St. Louis, [ll., model programs, com- 
penentery education, Project Conquest, 

noe, Air Lines, Inc., accident report, 
Eastern Europe, see Europe. 
Bastern States, see Hast (U.S.) 
Eby, Harry J., periodicity of blue-green algae 
and effect on efficiency of manure-disposal 
lagoons, 11501 
Ecology, life, pass it on, Presidential envi- 
ronmental merit awards program, 11993 
ECOM, see Army Bilectronics ‘ommand. 
Economic assistance, see Foreign Aid. 
Economic conditions : 
computers, automation used in Ukranian 
national economy, USSR study, 12140 

economic resources’ of institutionalized 
adults, 12321 

foreign economic trends and their impli- 
cations ier United States, ET series, 
12110-12 

OEO ae 4 ye our life, 11958 

ee Se of SF resident to Congress, hear- 


m. .*, - Economic Development 
Administration, 11957 

see also names of countries, States, etc. 

Economic development : 
research review, 11957 
Trust Territory of Pacific 
romote, law, 11723 

U.S. technical assistance to support Indian 
we development, GAO report, 
12085 


Feonomic Development Administration, re- 
search review, 11957 

Beonomic growth and efficient use of energy 
resources (remarks), 11934 

Economic Joint Committee: 
committee print, 11757 


hearings, 11758 
Economie opportunity loan program, 12318 


Islands, 
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Economic Opportunity Office : 
assessment of operations and management 
of Opportunities Industrialization Cen- 
ters, GAO report, 12071 
OEO touches your life, 11958 
pamphlet, 11958 
Economic policy : 
domestic economic developments and our 
role in world economy (remarks), 11933 
economic growth and efficient use of energy 
resources (remarks), 11934 
summaries of development of inter-branch 
accounting balances of economic regions, 
USSR study, 12131 
Economic ¥—.1F. Service, foreign agricul- 
tural economic report, 11959 
Economie resources of institutionalized 
adults, 12321 
Economic stabilization, see Stabilization. 
Beonomics : 
economics of clean 
analysis, 11874 
economics of Federal subsidy 
compendium of papers, 1175 
integrated system of planning, 


water, summary of 
_ programs, 
USSR 


* oapnaee, lectures, etc., 


1148 


Edminster, 
Feb. 14, 1972, 
Education : 
Federal policy and educational technology 
(address), 11962 
Information and educational exchange act, 
amend, report, 11901 
Israel, model of educational achievement 
(address), 11963 
model programs, 
tion— 
more effective 
York, N.Y., 11 
Project Conquest, 
965 


compensatory educa- 


schools program, New 
964 


East St. Louis, IIL, 
11965 
Project Early Push, Buffalo, N.Y., 11966 
NASA educational publications, list, 12210 
need for career education (address), 11967 
older persons, continuing programs au- 
thorized, hearings, 11851 
oar of funding for outdoor education, 
11 


summary of perspectives of adult education 
in U and projection for future, 11971 
Wheat and wheat foods research, educa- 
tion, and promotion act, hearing, 11908 
year-round schools, hearing, 11852 
see also Elementary education—also sub- 
jects taught. 
Education and Labor Committee, House: 
hearings, 11851—852 
reports, 11813, 11830, 11837 
Education Office 
assessment of Teacher Corps program, 
GAO report, 12072 
PREP report, 11968 
EEOC, see Equal Employment Opportunity 
Commission. 
Effect of method of poqeeeien of ends of 
concrete cylinders for testing, 11982 
Effect of mexamine, cystamine, cystaphos 
and aet on permeability of histo-hematic 
barriers of adrenal and thyroid glands, 
12150 
Effect of 90-day exposure to 1% CO, 
acid-base status of blood, 12184 
Effects of alcohol on problem solving task, 
11556 
DPffects of backscatter of brief high intensity 
light on physiological responses of instru- 
truments-rated pilots and non-pilots, 11553 
Effects of duration of moist curing on con- 
crete made with blended cements or poz- 
zolans, laboratory investigations of 6-in.- 
aggregate concrete, 11987 
Effects of Wholesome meat act of 1967 upon 
small business, 11926 
Efforts to employ disadvantaged persons in 
Federal government, GAO report, 12077 
Dl Paso, Tex., census of housing, 1970, metro- 
politan housing characteristics, 11586 


on 
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Elderly, see Aged. 
Elections, if selected, unsuccessful candi- 
dates for Presidency, 1796-1968, biogra- 
phies, portraits, etc., 12269 
Blectric apparatus and appliances : 
electrical component parts, test methods, 
military standard, 11953 

electrical equipment, Colorado River stor- 
age project, Provo River project, region 
4, field review of operation and main- 
tenance, 12313 

mechanical and _ electrical equipment, 
Rogue River Basin project, region 1, field 
review of maintenance, 12312 

see also Electronics. 

Dlectric communications, see Telecommuni- 
cation. 

Electric lamp ballasts, summary for 1971, 
current industrial reports, 11651 

Electric lines, use of compound signal on 
VHF tropospheric scattering lines, USSR 
study, 12132 

Electric plants, see Electric power plants. 

Eletriec power, see Electricity. 

Electric power plants, electrical power in- 
dustry and environmental pollution 
(remarks), 11995 

Blectric resistance, longitudinal magnetore- 
sistance in polar semiconductors, 12233 

Blectric resistors, capacitor-resistor, Federal 
item identification guide, change, 11948 

Blectric wire and wiring, devices and sup- 
eb current industrial reports, change, 

16 


Electrical, see headings beginning Electric. 
electrical power industry and environmen- 
tal pollution (remarks), 11995 
NBS DBlectricity Division, calibration, re- 
search and consultative services, 12228 
open cycle coal burning MHD power gen- 
eration, assessment and plan for action, 


11691 
Electricity Division, NBS Electricity Divi- 
sion, calibration, research and consultative 
services, 1 8 
Electrochemistry, electron spin resonance 
techniques for nitroaromatic cathode de- 
polarizer studies, 11529 
Electrodialysis, see Dialysis. 
BPlectromagnetic ag 
avoidance system analysis, 12352 
Electromagnetic fields: 
biochemical aspects of biological effect of 
low-frequency pulsed electromagnetic 
field, USSR study, 12147 
ionization and recombination fronts in 
electromagnetic field, USSR _ study, 


29 
Electromagnetic pulses, EMP protection for 
AM radio broadcast stations, 11671 
Electron beams, physical parameters in 
electron-beam-irradiated semiconductor di- 
odes, analysis, 12290 
Electron micrographs, see Electron probes. 
Electron microscopes, electron, proton, and 
similar microscopes, and diffraction a pa- 
ratus, Tariff Commission report, 12356 
Electron probe microanalysis, simple correc- 
tion procedure for quantitative electron 
probe microanalysis, 12235 
Electron probes, simple correction 
for quantitative electron probe m 
sis, 12235 
Electron spin resonance, electron spin reso- 
nance techniques for nitroaromatic cath- 
ode depolarizer studies, 11529 
Electron tubes, tabulation of published data 
on electron devices of U.S.S.R., 12234 
Electronic computers : 
Apollo experience report, real-time aux- 
a, computing facility development, 
9 
Auxiliary programming for FORTRAN 
topographic system, 12285 
computers, automation used in Ukrainian 
national economy, USSR study, 12140 


collision 


rocedure 
croanaly- 
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Electronic computers—Continued 
developing automated control systems for 
construction, USSR study, 12144 
procedure for estimating stability and 
control parameters from flight test data 
by using maximum likelihood methods 
T° Tf real-time digital system, 
Computers: 
second thoughts 
12289 
ship automation, USSR study, 12139 
simulation of IHAS—4 computer, 11527 
Electronic data processing systems: 
Apollo experience report, real-time aux- 
A computing facility development, 
122 


on parallel processing, 


identifying an unknown process by using 
randomly chosen inputs, 12295 

second thoughts on parallel processing, 
122 

see also Information storage and retrieval 
systems. 

Electronic equipment : 
electronic and electrical component parts, 

tests methods, military standard, 11953 
tabulation of published data on electron 
devices of U.S.S.R., 12234 
see also Electronics. 

Electronics : 

corrosion of electronic components 
fumes from plastics, 11528 

NBS Electricity Division, calibration, re- 
search and consultative services, 12228 

Electrons: 

electrothermal oscillations and 
theory of electron enthalpy fluctuations 
in magnetohydrodynamic generators 
and magnetoplasmadynamic arc thrust- 
ers, 

physical parameters in electron-beam- 
irradiated semiconductor diodes, analy- 
sis, 12290 

see also Emissions. 

Electrothermal oscillations and quasi-linear 
theory of electron enthalpy fluctuations in 
magnetohydrodynamic generators and mag- 
netoplasmadynamiec are thrusters, 1221 

Elementary education, preprimary enroll- 
ment, 11969 

Elementary schools, see Schools. 

Elements (chemical), see Chemica! elements. 

Elevations, see Altitu le. 

Eligible institutions guaranteed 
loan program, 11961 

Elimination of scattered residual saplings 
left after clearcut harvesting of Appala- 
chian hardwoods, 12052 

Elliott, Denton W., 17th annual AFOSR 
chemistry program review, 11509 

Elm, injection of benomyl into elm, oak and 
maple, 12063 

Emergence, attack densities, and seasonal 
trends of mountain pine beetles (Dendroc- 
tonus ponderosa) in Black Hills, 12057 

Emergencies, see Accidents—Disasters. 

Emergency action to end dock strike, west 
coast, message from the President, 11771 

Emergency landing techniques in small fixed- 
wing aircraft, 79 

Emergency Preparedness Office, OEP circu- 
lars, 11973 

Eminent domain: 
eminent domain pool allotments, report, 


by 


vasi-linear 


student 


1181 
Uniform relocation assistance and real 
property acquisitions policies act, a 
posed amendments, hearings, 1186 
Emissions, emission ‘een of materials, 
USSR study, 1214 
Emissions, National Check Your Vehicle, see 
National Check Your Vehicle Emissions 
Month. 
Emitters, collision avoidance system analy- 
sis, 12352 
see also Emissions. 
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EMP protection for AM radio broadcast sta- 
tions, 11671 
Employees’ Compensation Appeals Board, 
decisions, 11974 
Employment : 
comprehensive manpower reform, 1972, to 
allow States Federal revenues for train- 
ing and employing individuals, hearings, 
11923 
efforts to employ disadvantaged persons in 
Federal government, GAO report, 12077 
job placement and followup of secondary 
school vocational education students, 
11968 
problems in making concentrated employ- 
ment program work in rural Mississippi, 
Labor Department, GAO report, 12082 
public employment program, bringing to- 
gether jobless workers and public work 
to be done, 12160 
see also Work. 
Emulsions : 
engineer design tests of dust-control mate- 
rials and emplucement equipment, 11984 
sequential ultrastructural study of effects 
of intravenous lipid emulsion, 11540 
Energy metabolism, see Metabolism. 
Energy resources, see Power resources. 
Enforcement of housing codes, how it can 
help to achieve nation’s housing goal, 
GAO report, 12078 
Engineer design tests of dust-control mate- 
rials and emplacement equipment, 11984 
Engineering : 
aviation gas-turbine engines in power en- 
gineering, USSR study, 12145 
engineer design tests of dust-control mate- 
rials and emplacement equipment, 11984 
technical assistant, examination announce- 
ment, amendment, 11675 
Engines, cleaner engines for cleaner air, 
rogress and problems in reducing air pol- 
ution from automobiles, GAO report, 
12074 
Engines (aircraft) : 
aviation gas-turbine engines in oe en- 
gineering, USSR study, 1214 
geometry and physical properties of ex- 
haust clouds generated during static fir- 
ing of S-1C and S—11 rocket engines, 


12208 
investigation of air bearings for gas tur- 
bine engines, 11535 
Engraving and Printing Bureau, financial 


ee 1970-71, GAO examination, 
Enlisted personnel, see Air Force. 
Enlistment, see Recruiting and enlistment. 
Enrollment, see Elementary education. 
ee electrothermal oscillations and 
uasi-linear theory of electron enthalpy 
uctuations in magnetohydrodynamic gen- 
erators and magnetoplasmadynamic are 
thrusters, 12214 
Entomology, research, mutual interests, > 
lems, and progress (address), 1148 
Entrained moisture separators for fine par- 
ticle water-air-steam service, their per- 
formance, development and status, final 
report, 11546 
Entry into atmosphere, 
entry. 
Environment : 
agriculture, environmental and consumer 
rotection appropriations, 1973, hear- 
ngs, 11839 
chemical indicators of Arctic biological 
and environmental activities, 1197 
environmental and consumer protection 
appropriations, 1972, report, 11817 
environmental bibliography, 11991 
environmental protection program, 11774 
environmental quality sensor workshop, 
proceedings, 11992 
life, pass it on, President’s environmental 
merit awards program, 11993 


statements, 


see Atmospheric 
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Environmental bibliography, 11991 

Environmental Protection Agency 
annual report of ad ninictrator on eco- 

nomics of clean water, summary of 
analysis, 11874 

appropriations, 1973, hearings, 11909 

Environmental rotection, message from 
President of United States, 11774 

Environmental quality sensor workshop, pro- 
ceedings, 11992 

Environmental Research Laboratories, NOAA 
technical reports, BRL-POL series, 12259 

Epidemics, possibilities for computer model- 
ing of influenza epidemics in USSR, USSR 
study, 12141 

Epidemiology, comparative evaluation of 
some methods for analyzing dynamics of 
incidence of infectious diseases, USSR 
study, 12142 

Equal employment opportunity, see Discrimi- 
nation in employment. 

Equal Employment a Commission : 
appropriations, 

amendments, 11782 
hearings, 11843 
enforcement powers, strengthen, law, 

11727 

Equal Employment Opportunity Coordinat- 
ing Council, establish, law, 11727 

Equal Educational Opportunity, Select Com- 
mittee on, Senate, committee print, 11919 

Equations of motion, mathematical wind gust 
model and computer programs for use 
with aircraft simulations, 11530 

Erosion, estimating and controlling erosion 

at culvert outlets, practical guidance, 
11983 

see also Soil erosion—Wind erosion. 

Error codes, 11941 

Dscape systems, human factors evaluation 
of submarine escape effects of three types 
of charging connectors on disconnect time, 
12191 

Establishing a business, 11705 

Estimate of quasi-stable age-sex distribution 
for Ghana in 1960, 11665 

Estimates of population of U.S. to Mar. 1, 
1972, 11661 

Estimates of population of United States, 
current population reports, 11662 

Estuaries : 

Grays Harbor estuary, Wash., verification 
and base tests, hydraulic model investi- 
gation, 11988 

organic and trace-element content of holo- 
cene sediments in 2 estuarine bays, Pam- 
lico Sound area, N.C., 12091 

Ethiopia, foreign trade regulations, 11703 

Europe, Eastern, United States trade with 
Communist areas, 11701 

Evaluation of ancillary items for XM18 and 
XM19 landing mats, 11985 

Pvaluation of fiberglass instrument glare 
shield for protection against head injury, 
11552 

Evaluation of system of remote oscillator 
synchronization, 11708 

Evaluation of various signal red materials 
for use on plastic buoys, final report, 11694 

Evaluation of warm fog abatement chemi- 
cals, 12353 

Everett, Wash. : 
area wage survey, 12162 
census of housing, 1970, metropolitan 

housing characteristics, 11609 

Examination, see Civil service. 

Excavation of Arkansas Post Branch of Bank 
of State of Arkansas, Arkansas Post Na- 
tional Memorial, 12261 

Executive agreements, international execu- 
tive agreements be transmitted to Con- 
gress within 60 days, hearings, 11853 

Executive departments, see Government 
supplies. 

Exercise, see Physical fitness. 

Exhaust gases, see Gases. 


Page 78 





Explore! visitor’s guide to discovery in na- 
tional forests, 11499 
Export-Import Bank of United States, ex- 
ort credit subsidies in way of loans and 
nsurance to foreign countries, economics 
of Federal subsidy programs, 11757 
Exports : 
Export administration of 
extend— 
law, 11747 
report, 11848 
Exposure : 
effect of 90-day exposure to 1% COs, on 
acid-base status of blood, 12184 
psychological effects of prolonged expo- 
sure to sonar signals at elevated inten- 
re hy days exposure to signals at 85 dB, 


act 1969, 


Exposure suits, effects of three types of 
charging connectors on disconnect time, 
human factors evaluation of submarine 
escape, 12191 

Extension of Export administration act of 
1969, 11848 


F 


Facilities, programs, and services, White 
House Conference on Aging, recommended 
for action, 12380 

Fair hearings in public assistance, 12237 

Families, boys in fatherless families, 11668 
see also Income. 

Fares, see Air carriers. 

m arm animals, see Livestock. 

Farm Credit Administration, appropriations, 
1973, hearings, 909 

Farm income, see Income. 

Farm products, see Agricultural products. 

Farmers’ bulletin, 11493 

Farmers, how to report your income for so- 
cial security, 12320 

Fat, see Oils and fats. 

Fathers, boys in fatherless families, 11668 

Father’s Day, designate, law, 11741 

Fatigue of materials, see Strains and stresses. 

Fats, see Oils and fats. 

Fats and oils, seasonal adjustment aagete- 
ment, current industrial reports, 1164 

Faults (geology) : 
geology of northern Franklin Mountains, 

Tex. and N. Mex., 12090 

Fauna, bottom fauna, fish and aquatic habi- 
tat, Tennessee Valley streams, upper Little 
Tennessee Drainage basin, 12364 

— see Federal Communications Commis- 
sion. 

FDA, see Food and Drug Administration. 

FDA commission, delegation of authority to 
State and local officials, 12036 

Federal agencies, see Government offices. 

Federal aid, see Grants-in-aid. 

Federal assistance programs : 
history of Federal water resources pro- 

grams, 11496 
White House Conference on aging, recom- 
mended for action, facilities, programs, 
and services, 12380 
Federal Aviation Administration : 
FAA-—AM series, 11552—558 
FAA-RD series, 12351-353 

Federal Bureau of Prisons satiation report, 
1969-70 fiscal years, 1230 

Federal career opportunities for psycholo- 
gists, announcement, 11684 

Federal Communications Commission, appro- 
priations, 1973, hearings, 1191 

Federal disaster assistance program hand- 
book, 11973 

Federal Executive Service, establish, hearing, 
11925 

Federal government, see Goverrment. 

Federal Highway Administration, career 
with FHWA, typists and stenographers, 
12010 
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Federal Home Loan Bank Board, appropria- 
tions, 1973, hearings, 11910 
Federal Home Loan Bank System, savings 
and loan associations, combined financial 
statements, 12014 
Federal item identification guides : 
anodes, 11947 
capacitor-resistor, 11948 
coveralls, pajamas, and suits, change, 
11949 
projectiles, 11950 
underwater sound equipments, 
11951 
Federal manual for supply eataloging, item 
identification, 11945 
Federal Maritime Commission 
appropriations, 1973, — 11843 
SP series, 12015-17 
Federal motor vehicle safety standards and 
regulations, supplement, 12239 
Federal paperwork burden, hearings, 11927 
Federal policy and educational technology 
(address), 11962 
Federal Power Commissio 
appropriations, 1973, Searings, 11912 
S series, 12018 
Federal programs, see Federal assistance 
programs. 
Federal Railroad Administration : 
Office of Policy Planning, published re- 
orts, list, 12020 
Policy Planning Office, published reports, 
list, 
Federal regulations, see subjects. 
Federal reserve banks, open market opera- 
tome and monetary and credit aggregates, 
i 7 


change, 


Federal Reserve system, Treasury and Fed- 
eral men foreign exchange operations, 
1203) 

Federal Reserve System Board of Governors, 
regulation series, 12028 

Federal savings and loan associations, com- 
bined financial statements, 12014 

Federal standards, 12033 

Federal-State-local relations, 
ernmental relations. 

Federal test method standards, 12034 

Feed, gee Food for animals—Food for live- 
stock. 

Ferguson, Roland H., 
Maine, 12069 

Fertilizers, nitrate in unsaturated zone under 
agricultural lands, 12001 
FHLBB, see Federal Home Loan Bank Board. 

> see Federal Highway Administra- 
tion. 

Fiberglass, see Glass fibers. 

Field rations, see Rations. 

15 cent Mt. McKinley commemorative stamp, 
national parks series (poster), 12372 

5th annual report, United States-Japan co- 
operative medical science program, 11760 

FIIG, see Federal item identification guides. 

Files and filing (documents) : 

National Military Command System in- 
formation processing system 360 for- 
matted file system (NIPS 360 FFS), 
11939-940 

NIPS formatted file system (360 FFS), 

user’s manual— 

error codes, change, 11941 
introduction to file concepts, 


11939 
utility support (UT), 11940 
Films (coatings) : 
wettability and detection of fluorescent 
barrier films, 12 
see also Monomolecular films. 
Filters and filtration, literature search and 
critical analysis of biological trickling fil- 
ters, studies, 12005-6 
Final eapest on buoyancy and stability 
eereeriae ae of human body in fresh 
water, 


see Intergov- 


timber resources of 


change, 
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FHLB System S & LA’s combined financial 
statements, 12014 
financial ~~. 
Engraving and Printing Bureau, GAO 
examination, 12079 
Government National Hon, 12080 Associa- 
tion, GAO ——— 
Panama Canal Mea yf and Canal 
Zone Government, GAO examination, 


1178) 
forest fire control cooperative program 
financing, 12045 
interest rate discrimination, savin 
d new priorities in home 
(remarks), 12026 
low-rent housing, financing handbook, 
euleo ’ 
see Accounts and accounting. 
Financial assistance, see Grants-in-aid—also 
subjects for which grauts od been made. 
Financial statements, see Finan 
Fir, occurrence and genotypic differences of 
chlorogenic acid in Douglas-fir foliage, 


Fire fighters, see Firemen (firefighters). 

Fire protection, see Fires. 

Firearms, published ordinances, State laws 
and loca ordinances, 1 

Firefighters, see Firemen irefighters). 

Firemen (firefighters) : 
salary increases for District of Columbia 

wen police and firemen, report, 11821 
res: 
in time of emergency, citizen’s handbook 

on disasters, 11938 
international conference on fire safety in 
-rise buildings, proceedings, 12302 

see also Forest fires. 

Firing, see Gunnery. 

First aid, in time of emergency, citizen’s 
handbook on disasters, 11938 

1st annual report on financial contatee of 
airport and airway trust fund, 11776 

Fiscal year 1973 authorization for miliatry 
procurement, research and development, 
construction authorization for Safeguard 
ABM, and active duty and selected reserve 
strengths, 11918 

Fish and fisheries : 
current Ss statistics, CFS series, 


12254— 
fish. sticks, fish portions, and breaded 
shrimp, 1971 annual summary, 12255 
processed fishery products, 1 
upper Little Tennessee River drainage 
basin, Tennessee Valley streams, their 
— bottom fauna, and aquatic habitat, 


flows, 
nancing 


sticks, fish portions, and breaded 
mp, 1971 annual summary, 12255 
Fisheries, see Fish and fisheries. 
Fishery products, see Fish and fisheries. 
Fishing Day, see National Hunting and Fish- 
ing Day. 
Fitsock, John F. : 
union wages and hours— 
building trades, 12169 
local truckdrivers and helpers, 12170 
Fitzsimons General Hospital, Medical Re- 
search and Nutrition Laboratory, reports, 
11540-541 
Five river basin commissions, 
ports, 11784 
Fixed wing flight, 11534 
Flamboe, B., Monarch Pass, Colo. schoolbus 
crash, 12240 
Flammable fabrics, see Textiles. 
Flathead Indians, judgment, disposition and 
distribution, law, 11720 
Fletcher, B. P., practical guidance for esti- 
mating and controlling erosion at culvert 


outlets, 119838 
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Flicker (optics) : 
effects of backscatter of brief high in- 
tensity light on physiological responses 
of instrument-rated pilots and non- 
pilots, 11553 


Flight : 
fixed wirg, technical manual, change, 
11534 


measurement and analysis of noise from 
four aircraft in level flight, 12351 
navigational cybernetics of flight, USSR 
study, 12126 
procedure for estimating stability and con- 
trol parameters from flight test data by 
using maximum likelihood methods em- 
ploying real-time digital systems, 12215 
see also Instrument flying. 
Flippo, Herbert N., jr., acidity control in 
ald Bagle Creek and West Branch Sus- 
quehanna River, Clinton County, Penn., 
12086 
Flood control, see Floods. 
Floods : 
how to avoid dama 
Ohio a in 


119 
Slidell, La., 11979 
in time of emergency, citizen’s handbook 
on disasters, 11938 
national flood insurance program, 12106 
water, Connecticut resource, report of 
watershed activities, 12333 
Flores, Paul S., establishing business in 
Mexico, 11705 
Florida, regular income limits for sec. 235- 
236 housing, 12103 
Flotation : 
buoyancy and stability characteristics of 
human body in fresh water, 11697 
screening/flotation treatment of com- 
bined sewer overflows, 11997 
Flour mills, flour milling products, summary 
for 1971, current industrial reports, 11650 


ancock County, Ky., 


Flow: 
investigation of boundary layers and tip 
flows of helicopter rotor blades, 11539 
theory of flows with free surfaces, USSR 

study, 12130 
soy flow theory of electrodialysis, 
21¢ 


Flu, see Influenza. 

Flue dust, production of flyash-based struc- 
tural materials, 11 

Fluid bed process, see Pluidization. 

Fluid flow, see Flow. 

Fluidization, fluidized-bed incineration of se- 
lected carbonaceous industrial wastes, 
12000 

Fluidized-bed incineration of selected car- 
bonaceous industrial wastes, 12000 

Fluorescence, wettability and detection of 
fluorescent barrier films, 12296 

Se lamp ballasts, summary for 1971, 

1651 
Fly ash, see Flue dust. 
FMC, see Federal Maritime Commission. 
FNS, see Food and Nutrition Service. 
Fog, evaluation of warm fog abatement 
chemicals, 12353 
Fog signals, Naval Oceanographic Office, list, 
Pacific Ocean, western, etc., changes, 
12283 
Fogarty International Center, see John BE. 
Fogarty International Center for Advanced 
study in Health Sciences, 
Foliage, see Leaves. 
Food : 
code of Federal regulations, 12023 
dimensions of insanita conditions in 
food manufacturing industry, Food and 
Drug Administration, Department of 
Health, Education, and elfare, GAO 
report, 12076 

FDA commission, delegation of authority 

. to ay —, — — 

eys to qu y, fo uying guides from 
UspDA: 11480 


Page 80 





Food—Continued 
learning with food, day care center for 
migrant children, 11500 
nutrition program for the elderly— 
grants to States under Older Ameri- 
ean act, authorize, law, 24 
guide to menu planning, buying, and 
care of food for community programs, 
11485 
suggestions for food service for day camps 
and recreation programs, 12039 
wheat and wheat fceods research, educa- 
tion, and promotion act, hearing, 11908 
see also School lunches. 
Food and Drug Administration: 
appropriations, 1973, hearings, 11909 
dimensions of insanitary conditions in 
food manufacturing industry, Food 
and Drug Administration, Department 
of Health, Education, and Welfare, GAO 
report, 12076 

FDA commission, delegation of authority 
to State and local officials, 12036 

FDA publications, 12037 

public advisory committees, authority, 
structure, functions, members, 12038 

veterinarian and FDA safeguarding hu- 
man health as guardians of animal 
health, 12037 

Food and Nutrition Service, FNS series, 


12039 
Food for animals, rearing and training deer 
for food habits studies, 12054 
Food for livestock, national and State live- 
stock-feed relationships, supp, 11502 
Food processing : 
centralized processing of fresh meat and 
poultry, including radiation pasteuri- 
zation, bibliography, 11550 
identification and quantitation of micro- 
biological flora of food packet long 
range patrol under simulated field con- 
ditions, 11541 
Forbes, Richard E., geometry and physical 
properties of exhaust clouds generated 
during static firing of S-—le and S-11 
rocket engines, 12208 
Foreign Affairs Committee, 
ings, 11853-856 
Foreign agriculture, see Agriculture. 
Foreign aid : 
Foreign assistance act, amend, 11761 
international subsidies as loans to pur- 
chase American products, economics of 
Federal subsidy programs, 11757 
military assistance, deposits, under For- 
eign assistance act of 1971, agreement 
with Malaysia, 12347 
U.S. technical assistance to support In- 
dian agricultural development, GAO re- 
ort, 12085 
Foreign assistance, see Foreign aid. 
Foreign born, country of origin of foreign 
stock, for United States, 1970 and 1960, 
11620 
Foreign Claims Settlement Commission, ap- 
propriations, 1973, hearings, 11843 
Foreign countries : 
backyround notes, 12335 
foreica economic trends and their impli- 
cauons for United States, ET series, 
12110—120 
Foreign economic trends and their impli- 
eations for United States, 12110—120 
Foreign exchange, Treasury and Federal 
reserve foreign exchange operations, 
12030 
Foreign Relations 
ney 11901 
Foreign trade, see Commerce. 
Foreign trade regulations of Dominican Re- 
public, 11702 
Foreign trade regulations of Bmpire of 
Ethiopia, 11703 
Foreign trade regulations of Spain, 11704 
Foreigners, see Aliens. 


House, hear- 


Committee, Senate, re- 
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Forest fires : 
cooperative control program, Federal, 
State and private funds, 12045 
fuel-breaks in Sierra Nevada mixed- 
conifer type, guides, 12049 
National fire-danger rating system, 12067 
Forest meneeomenn, cooperative porgrams, 
law, 11751 
Forest Products Laboratory, publications, 
list, dividends from wood research, 12046 
Forest Service : 
research notes, 12051-—58 
research papers, 12059—67 
resource bulletins, 12068—69 
Forestry, see Forests and forestry. 
Forests and forestry : 
collecting forest seed 
Northwest, 12044 
cooperative forest management programs, 
law, 11751 
county forest industry facts, 
Valley, 1970, report, 12362 
4th annual earth program review, agri- 
culture and forestry programs, 12203 
fuel-breaks in Sierra Nevada mixed-conifer 
type, guides, 12049 
research notes, 12051-—58 
research papers, 12059—67 
resource bulletins, 12068—69 
see also National forests. 
Forms, blanks, ete., Federal paperwork 
burden for small business, hearings, 11927 
Fort Barrancas, Fla., hist~ric value, recogni- 
nition, amend authorizing legislation, law, 
11738 
Fort Laramie National Historic Site, gen- 
eral information, 12262 
Fort Lauderdale, Fla., 
1970, metropolitan housing 
tics, 11587 
Fort Massachusetts, Miss., 
recognition, amend authorizing 
tion, law, 11738 
Fort Pickens, Fla., 
tion, amend authorizing legislation, 
11738 
Fort Redoubt, Fla., 
tion, amend authorizing legislation, 
11738 
Fort San Carlos 
nize, amend authorizing legislation, 
11738 
Fort Smith, Ark., census of population and 
housing, 1970, census tracts, 11629 
Fort Wayne, Ind., census of housing, 1970, 
metropolitan housing characteristics, 
11588 
FORTRAN, see Computer programs and pro- 
gramming. 
facets of asset diversification (ad- 
dress), 12013 
4th annual earth resources program re- 
view, 12199-12203 
FPC, see Federal Power Commission. 
Fracture of metals : 
erack-growth resistance characteristics of 
high-strength sheet alloys, 12294 
fracture-safe design of aluminum 
titanium alloy structures, 12288 
see also Cracking (fracturing). 
Fracture-safe design of aluminum and tita- 
nium alloy structures, 12288 
Franco, John J., navigation conditions in 
Little Rock Reach, Arkansas River, hy- 
draulic model investigation, 11989 
Franklin Mountains, geology of northern 
Franklin Mountains, Tex., and N. Mex., 


cones in Pacific 


Tennessee 


census of housing, 
characteris- 


historic value, 
legisla- 


historic value, recogni- 
law, 


historic value, recogni- 
law, 


Fla., historic value, recog- 
law, 


and 


12090 

Free radicals, electron spin resonance tech- 
niques for nitroaromatic cathode depo- 
larizer studies, 11529 

Freed, C. N., crack-growth resistance char- 


"eoneniation of high-strength sheet alloys, 
12294 


Freese, Ernst, prospects of gene therapy, 
12123 





Freight, cost of transporting by class 1 and 
2 motor common carriers general com- 
modities by regions or territories, 12121 

Feight rates, specialist, examination an- 
nouncement, 77 

French, J. J., ground-water outflow from 
Chino Basin, upper Santa Ana Valley, 
Southern California, 12097 

Frequencies, NBS ssequeney and time satel- 
lite experiment, 12229 

Frequency band : 
collision avoidance system ondizate, 12352 
NBS frequency and time satellite experi- 

ment, 12229 
Fresh fruit, see Fruit. 
Friend, Reed E., Australia, are ee 
of grain and livestock sectors, 11 
Frohlich, Philip, economic resources of in- 
stitutionalized adults, 12321 
Fruit: 
fresh— 
guidelines for seasonal industry deter- 
mination for fresh fruit and vegetable 
industry, 12377 

shipment totals by commodities, States, 
months, 11482 

shipments by commodities, States, etc., 
11481 


unloads, eastern cities, by commodities, 
States, etc., 11929 
fresh fruit and vegetable unloads FVUS 
(series), 11481-4882 
Fruits, see Fruit. 
Fuel, fuel-breaks in yi Nevada mixed- 
‘conifer type, guides, 2 049 
see also Liquid 

Fuels, see Fuel. 

Full Committee consideration of H.R. 15641, 
to authorize certain construction at mili- 
1: 7 ema: and for other purposes, 
11§ 

Fumes, corrosion of electronic components 
by fumes from plastics, 11528 

Functions (mathematics), see Mathematics. 

Funds, tables showing apportionment of 

funds recommended by Department of 
Transportation, 11777 

see also names of departments, etc., for 
which funds are used—also subjects for 
which funds are used. 

Fungicides, apparatus for pressure injection 
of solutions into trees, 12064 

Furrowing, see Tillage. 

Further tests of training techniques to im- 
prove visual-motor coordination of Navy 
divers under water, 12190 

Futures, see Speculation. 

FVUS series, 11481—482 

Fye, R. E., laboratory studies on Sia 
ment, longevity, and fecundit 


dopterous pests on cotton 6% i 
11505 


G 


G & H Manufacturing Co., plastic duck de- 
coys, G & H Decoy Manufacturing Co., 
Henryetta, Ga., Tariff Commission report, 


58 
G-force, see Gravity 
Galanti, Carl J., simulation of IHAS-—4 com- 
puter, 11527 
Gallaway, R. J., mathematical model of 
Columbia River from Pacific Ocean to 
Bonneville Dam, input-output and initial 
vertification procedures, 12378 
Garden Grove, Calif. : 
census of housing, 1970, metropolitan 
nensing characteristics, 11579 
census of population and housing, 1970, 
census tracts, 11621 
Gardening, see Gardens. 
Gardens: 
landscape for living, 
agriculture— 
departmental edition, 11507 
document edition, 11768 


1972 yearbook of 
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Gardiner, Peter, estimate of quasi-stable age- 
sex distribution for Ghana in 1960, 11665 
Garrett, William D. : 
control and confinement of oil pollution on 
water with monomolecular surface films, 
11696 
impact of petroleum spills on chemical and 
erect properties of air/sea interface, 
12293 


Gary, Ind., census of housing, 1970, metro- 
politan housing characteristics, 11589 
Gas, sales by producers of natura Ras to in- 

terstate pipeline companies, 1201 
Gas bearings, see Bearings (machinery). 
Gas turbines, see Turbines. 
Gas welding, see wees 
Gases, geometry and physical Pye of 
exhaust clouds generated during static 
firing of S-1C and S—11 rocket engines, 
12208 
Gastrointestinal tract, gastrointestinal tract 
sorbents in uremia, workshop, proceedings, 
12242 
Gaudy, Anthony, F., jr., biological concepts 
for design and operation of activates 
sludge process, 1200 
Gears, oil-starvation test program, evalua- 
tion of VASCO—X2 steel spiral bevel gears, 
final report, 11538 
General Accounting Office, reports to Con- 
gress by Comptroller General of United 
States, 12070-85 
General Blectric Co., radio receivers, phono- 
graphs and tape recorders, workers of 
General Electric Co.’s Audio Blectronics 
Products Department, Tariff Commission 
report, 12359 
General Services Administration, adminis- 
tration of criteria for leasing of buildings 
to be constructed, General Services Ad- 
ministration, GAO report, 12070 
Generators, see names or types of generators. 
Genes, prospects of gene therapy, Fogarty 
International Center conference report, 
12123 
Genetics : 
computer Zreeram for calculating inbreed- 
ing coefficients in dioecious populations, 
11495 
prospects of 
national 
12123 
Geochemistry, contributions to geochemistry 
(series), 12091 
Geography, survey of national geo-coding 
systems, program in urban transportation, 
12367 
Geological Survey : 
bulletins, 120900—-91 
circulars, 12092 
professional papers, 12094—95 
programs described at 4th annual earth 
resources program review, 12201 
reports and maps, released only in open 
files, 12092 
water supply papers, 12097 
Geology, geology of northern Franklin Moun- 
tains, Tex., and N. Mex., 12090 
Geology of northern Franklin Mountains, 
Tex. and N. Mex., 12090 
Geometry, and physical properties of ex- 
haust clouds generated during static fir- 
ing. of S-1C and S~—11 rocket engines, 
12208 


Geophysics, RP-1—OC-71 northeast Pacific 
geophysical survey, 12259 
Gerbert, Louis A., relief, 11786 
Gerontological Research Center, 
hearings, 1185 
Ghana: 
economic trends and their implications for 
United States, 12115 
estimate of quasi-stable age-sex distribu- 
tion for Ghana in 1960, 11665 
Gifford Pinchot National Forest, general in- 
formation, 12048 


ene therapy, Fogarty Inter- 
enter, conference report, 


establish, 
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Gill, James R., stratigraphy and composition 
of Sharon Springs Member of Pierre Shale 
in western Kansas, 12095 

Ginning, see Cotton gins and ginning. 

Gins, see Cotton gins and ginning. 

Glacier National Park, United States section, 
Waterton Glacier International Peace 
Park general information, 12 

Glands, see Adrenal glands. 

Glass, development of screenable high dielec- 
tric constant ceramic-glass dielectrics, 


11526 

Glass fibers, evaluation of fiberglass instru- 
ment glare shield for protection against 
head injury, 11552 

Glick, Lester J., undergraduate social work 
education for practice, report on curric- 
ulum content and issues, 12375 

Glomar recon — vessel) : 
leg 11 of cruises, Apr._June 1970, Miami, 

Fla.-Hoboken, N.J., 12270 
Glossaries, reference aid, glossary of 
Malaysian and netics abbreviations ap- 
pearing in press of Malaysia and Singa- 
pore, Asian study, 12146 
Glycerin evaluation of warm fog abatement 
chemicals, 1 
Goheen, Robert F., appointment, law, 11755 
Golden Eagle program, see Operation Goldea 
Eagle. 
Goldman, Aharon, infrared solar spectrum 
observed from ballon-borne spectrometer 
between 9300 and 11000 A and between 
12000 and 19000 A, 11508 
Gonorrhea, see Venereal diseases. 
Goode, R. J., fracture-safe design of alumi- 
num and titanium alloy structures, 12288 
Goodwin, Kyong Ok, relief, 11800 
Government : 
cashing of Government checks, 11849 
efforts to employ disadvantaged persons in 
Federal government, GAO report, 12077 

FDA commission, delegation of authority 
to State and local officials, 12036 

Federal agency accounting, status, Gre 
ress and problems, GAO report, 128 

partners in action in science and tech- 
nology (remarks), 11707 

program assistance and services to States 
and local governments, 159 

traffic records survey of local government 
agencies, final report, 1 

U.S., foreign credits, status, 12369 

see also headings beginning Government. 

Government contracts, better controls needed 
in reviewing selection of in-house or con- 
tract performance of support activities, 
Department of Defense, GAO report, 12073 

Government depository libraries, 11865 

Government National Mortgage Association, 
os statements, GAO examination, 

Government. offices, accounting system, 

status. progress, and problems. GAO re- 
port, 12084 
see also Government supplies. 

Government officials and employees: 

mailing of drue samples to Government 
officials for analvsis. hearings, 11861 

National Hichwav Institnte. informational 
gcuide for development and administra- 
tion of vrocrams of edneation and 
training for personnel of Federal. State 
and local highway agencies. 12011 

Government Operations Committee, Senate: 
committee print, 11920 
report, 11889 

Government publications. price lists, Pub- 
lic Documents Department, PL series, 
12303 


Government regulation and control, Federal 
paperwork burden for small business, hear- 


ings, 11 
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Cqpegnmant supplies : 
eral manual for supply cataloging, item 
identification, 11945 
Federal standards, 120383 
Federal test method standards, 12034 
Graders, agricultural examination announce- 
ment, 116 
Grain, i growth potential of grain 
and livestock sectors, 11959 
Grain size (metal), see Metallography. 
Grange, George R., market news, of Agri sta- 
tistical series of Department of | 
ew they are constructed an 


Grants-in-aid : 
historic preservation in urban renewal 
areas, 121 

mental health support programs of NIMH, 
12249 


oyment program, bringing to- 


public em 
obless workers and public work 


gether jo 
to be done, 12160 
Uniform relocation assistance and land 
acquisition policies act of 1970, amend, 
report, 11889 
see also subjects for which grants have 
mn made. 
Gravel, sand and gue ores. for control 
of mercury in sediments, 1 
Gravitation, space medicine, al on artifi- 
cial gravitation and space suits, USSR 


study, 1 
Gravity, —  methain, reports on artificial 
—" on and space suits, USSR study, 
ouah , =n Grays Harbor estuay, Wash., 
verification and base tests, hydraulic model 
investigation, 11988 
Great Lakes Basin, annual report, 11784 
Great Smoky Mountain National Park, gen- 
eral information, 12264 
Greece, atomic energy, IABA application of 
= — pursuant to non-proliferation 
7 pepen nie, g agreement, 12341 
oun isle fuel-breaks in Sierra Nevada 
mixed-conifer type, guides, 12049 
Gregory, Garold injection of benomyl 
into elm, oak and maple, 1 3 
Grisez, Ted ‘J., rate of value increase for 
— cherry, red maple, and white ash, 


Griwatz, Gunther H., 
separators for fine 
service, their per 
and status, 11546 

Gros Ventre Indians, 
sion and di tion 

Gros Ventre Tribe of Fort’ aed Reserva- 
tion, see Gros Ventre Indian 

Gross national product, $1065 billion as goal 
and forecast (remarks), 11935 

Ground water, see Water. 

Ground-water outflow from Chino Basin, 
upper Santa Ana Valley, Southern Cali- 
fornia, 12097 

Group insurance, see Life insurance. 

Grove, Randall D., procedure for estimatin 
stability and ft. parameters from fligh 
data by using maximum likelihood methods 

employing real-time digital system, 12215 

Guew ng strawberries in Sout! eastern and 
Gulf Coast States, 11498 

GSA, see General Services SGntaintee tien. 

Guam, nautical chart catalog 

Guidance systems, Apollo ——~ W... report, 
development of guidance cangotne tech- 
niques for command module and launch 
vehicle, 1221 

Guide to drug abuse education & informa- 
tion materials, 12247 

Guidelines for preparation of State emer- 
ge welfare services, plans, 11718 

Guidelines for seasonal industry determina- 
tion for fresh fruit and vegetable industry, 


ae on all-volunteer force 
cer procurement, 11512 


entrained moisture 
rticle water-air-steam 
‘ormance, development 


atts! am divi- 


12377 
Guinn, ‘Kane = im 





Guitarro (U.8.8. 
loan of -rensels, jeemmination, agreement 


with Tu -_ 4° 

Gulf Islands National Seashore, establish, 
amend authorizing legislation, law, 117 38 

Gulf of Mexico, coast pilot, Atlantic Ocean, 
Gulf of Mexico, Puerto Rico, and Virgin 
Islands, supplement, 12258 

Gulf States, growing strawberries in South- 
eastern and Gulf Coast States, 11493 

Gunnery, annotated bibliography of Naval 
gunfire support, 12179 

Gusts, see Winds 

Gymnastics, phoatenl fitness program, 12315 


Haas, George A., analysis of physical param- 
eters in electron-beam-irradiated semicon- 
ductor diodes, 12290 

a Walter, foreign trade regulations of 

minican Republic, 11702 

Hellonk, Hiram, sawing to reduce warp in 
plantation red pine studs, 12059 

Halogen compounds, prototy pA G.B. 250-watt 
cen eet ered (OBS) lamps, 

Hammerhead 
loan of a, 

with Turkey, 1 

Hammond, Ind., census of housing, 

metrepelitan housing chara 


Hancock County, Ky., floods in Hancock 
County, Ky., how to avoid damage, 11978 
Handbooks, see names of departments, etc., 
issuing handbooks—also subjects. 
Handicapped : 
we of voters and civilian dis- 
abled (remarks), 1 
serving children with aed needs, 11667 
Hanson, 
commeniontion and — Py 
Central vow 2 act, region 3. 
review of ma a 
Colorado River storage project, re 
4, — review of maintenance, 123 
region 6 , field review of ww Benn 


2308 
South Platte River projects, North 
Platte River projects, region 7, field 
review of maintenance, 12309 
Harbors, Ports and waterways safety act, 
report, 
Harbour, R. geology of northern Franklin 
ex., 12090 


_iefmination, agreement 
1970, 
ristics, 


field 


Mountains, _ y and N. 
—— (materials) : 
role of oo size and shape in strengthen- 
ing ot of dispersion hardened nickel alloys, 


Hard-soods, elimination of scattered residual 

saplings left after Ceaseet harvesting of 

Appalachian hardwoods, 

Harris, A. 8 pow ewe Kh 12041 

Harris, J. Donald, binaural improvement in 
normal and defective ears in background of 
other voices, 12186 

Harvesting, elimination of scattered residual 
saplings left after clearcut harvesting of 
Appalachian hardwoods, 12052 

Havasupali no, seigtewett funds, dispo- 
sition, report, 

Haverhill, * mall of population and 
housing, 1970, census tracts, 11688 

Haviland, Virginia, children’s literature, 
guide to reference sources, 1st supplement, 


Hawaii: 
county business patterns, 1971, 11644 
nautical chart cataiog, 12256 
shipping indus dispute— 
ae on to end strike, message 
e President, 11771 
seeatare for settlement— 


from the President, 11769 


provide 
law, 
message 
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Hayes (USNS): 
USNS Hayes (T~AGOR 16), 
oceanographic research ship, 
Hazleton, Pa., census of housing, 1970, 
ropolitan housing characteristics, 11616. 
Head, evaluation of fiberglass instrument 
glare shield for protection against head 
injury, 11552 
Health : 
alcohol and health, 
S. Congress, 12% 
Federal coal mine 
amend, report, 11805 
mandatory health and safety standards, 
surface coal mines and work areas of 
underground coal mines, supplementary 
pages, 12195 
medical care in USSR, report of U.S. Dele- 
gation on Health Care Services and 
Planning, 12124 
older persons, services for needy, author- 
ize, hearings, 11851 
physical fitness program, 12315 
public, nutritionist, Scomination announce- 
ment, 11681 
statistics, data from national health re- 
sources, 12236 
veterinarian and 
man health as 
health, 12037 
White House Conference on Aging, recom- 
mended for action, health care strate- 
gies, 12381 
Health centers, inpatient health facilities 
as reported from 1967 MFI survey, 12236 
Health, Education, and Welfare Department : 
appropriations, 1972, supplemental pro- 
posal, 11872 
appropriations, 1973, hearings, 11842 
assessment of operations and management 
of Opportunities Industrialization Cen- 
ters, GAO report, 12071 
Health Sciences, Uniformed Services Univer- 
sity, see Uniformed Services University of 
Health Sciences. 
Health service workers, 
what it is, what can be done, 
health workers and community 
12183 
Hearing: 
binaural improvement in normal defective 
ears in background of other voices, 
12186 
color-word interference test and its rela- 
tion to performance impairment under 
auditory distraction, 11558 
differences between word intelligibility 
and sentence identification responses to 
synthetic sentences, 12189 
Hearn, George H., remarks, May 17, 1972, 


12016 

Heart, national heart, blood, vessel, 
and blood act, hearing, 11859 

Heat transfer, safe atmosphere entry of iso- 
tope heat source with single ery trim 
attitude at . ear - ~ age 122 

Heinrich, Kurt F. J., simple -— A ~~ pro- 
cedure for AFF . electron probe mi- 
croanalysis, 12235 

Helicopters : 
investigation of boundary layers and tip 

flows of helicopter rotor blades, 11539 
investigation of vortex noise produced by 
helicopter rotor, 11536 

Hematology, see Blood. 

Henderson, Joshua E., identication and quan- 
titation of microbiological flora of food 
packet, long range patrol under simulated 
field conditions, 11541 

Herbicides, apparatus for pressure injection 
of solutions into trees, 12064 

Herera, Gloria, relief, 11883 

Hershey, A. V., auxiliary programming for 
FORTRAN typographic system, 12285 

Herzog, Elizabeth, boys in fatherless fami- 
lies, 668 


us. Navy 
12291 


first special report to 
246 


health and safety act, 


FDA safeguarding hu- 
guardians of animal 


sickle cell anemia, 
summary of 
agencies, 


lung, 
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Higginbotham, A. 
law, 11753 

High frequency, see Frequency band. 

High schools, job placement and followup 
of secondary school vocational education 
students, 11968 

High speed ground 
Railroads. 

High Speed Ground Pramaperiation Office : 
a reports, list, 12019 

ail Technology Division, 
ports, list, 12020 
Higher education, see Colleges and universi- 


Leon, jr., appointment, 


transportation, see 


published re- 


Water quality control 


es. 
Highlights of report, 
Snake River basin, 


management, 
1237T-A 
Highways, see Roads and highways. 
Hijacking, see Air Piracy. 
Hindman, E. evaluation of warm 
abatement chemicals, 12353 
Histology, effect of mexamine, 


fog 


cystamine, 


cystaphos and aet on permeability of histo- 
hematic barriers of adrenal and thyroid 
glands, USSR study, 12150 

oe preservation in urban renewal areas, 
12 


Historic sites: 
historic preservation in 
areas, 12 
preservation of historic monuments, fa- 
cilitate by conveyance to State and local 
governments, report, 11824 
see also names of historic sites. 
History : 
American writings, 1960— 
departmental edition, 11521 
document edition, 11759 
see also Military history—also subjects. 
Hixson, Eugene E., teaching and research 
staff by academic field in institutions of 
higher education, 11972 
Hodgson, J. : 
addresses, ete.— 
May 17, 1972, 12154 
May 25, 1972, 12161 
May 30, 1972, 12153 
June 8, 1972, 12157 
June 14, 1972, 
June 17, 1972, 
Holding companies, see Banks and banking. 
Hollister, Charles D., covering leg 11 of drill- 
ing vessel, Glomar Challenger Miami, Fla.- 
Hoboken, N.J., 12270 
Hollywood, Fla., census of housing, 1970, 
a housing characteristics, 
1158 


urban renewal 


Holmes, Beatrice H., history of Federal water 
resources programs, 11496 
Holzer, Donald B., Lackawanna County, Pa., 
interim soil survey report, soil interpre- 
tations, 12328 
Holyoke, Mass., census of housing, 1970, met- 
ropolitan housing characteristics, 11612 
Home loans, see Loans. 
Homes: 
FHA, four facets of asset diversification 
(address), 12013 
interest rate discrimination, savings flows, 
and new priorities in home financing 
(remarks), 12026 
Honeycomb and ring failure in_ bacterially 
infected red oak lumber after kiln drying, 
12060 
Hoods (head piece) : 
effects of three types of charging connec- 
tors on disconnect time, human factors 
evaluation of submarine escape, 12191 
Hoohan Harbor: 
Alaska, Engineers report— 
departmental edition, 11765 
document edition, 11980 
Horowitz, Loucele A., medical care price 
changes, 12326 
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Hosiery, panty hose, certain workers of 
Kayser-Roth Corp., New York, N.Y., Tariff 
Commission report, 12357 
Hospital facilities, Veterans, 
hospitals. 
Hospitals : 
ambulance services and hospital emergen- 
ey —————. digest of surveys, 1 9 

economic resources of institutionalized 
adults, 12321 

inpatient health facilities, as reported 
from 1967 MFI survey, 12236 

see also Veterans hospitals—also names of 
hospitals or places where located. 

Hours of labor: 
union wages and hours— 

building trades, 12169 
local truckdrivers and helpers, 12170 

House Administration Committee, House, 
report, 1183. 5 

House documents, 11759-—784 

House of Representatives : 
documents, 11759-—784 


reports— 
private bills, 11785—802 
public bills, 11803—837 
House reports, private bills, 11785—802 
House reports, public bills, 11803—837 
Households, characteristics of occupied hous- 
ing units a, household composition and 
tenure, for United States, supplementary 
report, 11619 
Houses, see Housing. 
Housing: 
census, 1970— 
census tracts, 11621-642 
metropolitan housing, 11579-618 
supplementary reports, 11619 
characteristics of occupied housing units 
by household composition and tenure, 
for United States, supplementary re- 
ort, 11619 
delineation of problem housing areas, 
11663 


see Veterans 


enforcement of housing codes, how it can 
help to achieve nation’s housing goal, 
Department of Housing and Urban De- 
velopment, GAO — 12078 

family properties, disposition handbook, 
revised pages, 12101 

= for rent supplement housing, 


interest rate discrimination, savings flows, 
and new priorities in home financing 
(remarks), 12026 

low-rent, financing handbook,  supp., 
12102 

publie utility participation in housing for 
ersons of low and moderate income, 


earing, 11918 
regular income limits for sec. 235-236 
pousing for disabled 


housing, 12103 
specially adapted 
veterans, report, 1188 
ways to moderate fluctuations in construc- 
tion of housing, 12032 
Housing and Urban Development Depart- 
ment: 
appropriations, 1973, hearings, 11910 
enforcement of housing codes, how it can 
help to achieve nation’s housing goal, 
GAO report, 12078 
examination of financial statements of 
Government National Mortgage Associa- 
tion for fiscal year 1971, GAO report, 
12080 
HUD handbooks, 12101—104 
Houston, David R., use of large-scale aerial 
color, photography for assessing forest tree 
diseases, basal canker of white pine, case 
study, 12061 
Houston, Tex.. census of population and 
housing, 1970, census tracts, 11630 
Houthakker, Hendrik S., address May 5, 
- 1971, ae 
ow to buy personal property from Depart- 
ment of Defense. 11952 . 
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How to control wind erosion, 11491 
HUD, see Housing and Urban Development 
Department. 
Hudson River and Valley, river basins of 
U.S., the Hudson, 12096 
Human body, see Anatomy. 
Human factors evaluation 
escape, 12191 
Human services, White House Conference on 
aging, recommended for action, facilities, 
programs, and services, 12380 
Hungry Horse project mechanical equipment, 
region 1, field review of maintenance, 
12312 
Hunting and Fishing Day, 
Hunting and Fishing Day. 
Huntsville, Ala., census of population and 
housing, 1970, census tracts, 11631 
Hunyadi, Matyas, relief, 11793 
Hurricanes, in time of emergency citizen’s 
handbook on disasters, 11938 
Hydraulics : 
Grays Harbor estuary, Wash., verification 
and base tests, hydraulic model investi- 
tion, 11988 
John Day Dam, Columbia River, Oreg. and 
Wash., hydraulic model investigation, 
11975 
navigation conditions in Little Rock 
Reach, Arkansas River, hydraulic model 
investigation, 11989 


Hydrology : 
to hydrology of United 
O97 


in submarine 


see National 


contributions 
States (series), 12 

hydrologic data, compilation, Little Elm 
Creek, Trinity River Basin, Tex., 12093 

hydrologic data compilation and analysis 

for urban studies— 

Bryan, Tex., metropolitan area, 12087 
San Antonio, Tex. metropolitan area, 


Hypersonic aerodynamics and entry-maneu- 
ver, aerothermodynamic interactions for 2 
lifting entry vehicles, 12216 


I 


Identification : 
difference between word intelligibility and 
sentence identification responses to syn- 
thetic sentences, 12189 
Federal manual for seeply cataloging, 
item identification, 11945 
Identification and quantitation of micro- 
biological flora of ood packs long range 
— under simulat field conditions, 
1154 
ae ma unknown process by using ran- 
domly chosen inputs, 12295 
If elected, unsuccessful candidates for Presi- 
dency 1796-1968, biographies, portraits, 
etc., 12269 
If you become disabled, 12322 
IFR, see Instrument flight rules. 
Illegal aliens, hearings, 11860—860A 
Illustrator in establishments of U.S. Govern- 
ment, 11 
Illustrators, examination announcement, 
11685 

Immersion suits, see Exposure suits. 

Impact, Apese experience report, docking 
system, 12220 

Impact of all-volunteer force on AFROTC 
officer procurement, 11512 

Impact of petroleum spills on chemical and 
er properties of air/sea interface, 


Imports, see names or classes of articles im- 
ported—also subjects. 

In time of emergency. citizen’s handbook on 
disasters, 11938 

Inbreeding, computer 
ing inbreeding coe 
populations, 11495 

Incineration, fluidized-bed incineration of 
<a carbonaceous industrial wastes, 


rogram for calculat- 
cients in dioecious 
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Income : 
agribusiness, farm income and price con- 
trols (remarks), 11488 
farmers, how to Fepect your income for 
social security, 12320 
income limits for rent supplement housing, 
12104 
public utility participation in housing for 
rsons of Sow and moderate income, 
earing, 11918 
redistributive effects of transfer payments 
among age and economic status groups, 
12323 
regular income 235-236 
housing, 121038 
Income limits for rent supplement housing, 


limits for sec. 


Income tax: 
exclusion for military and civilian pris- 
oners of war, law, 11742 
farmers, how to espoct your income for 
social security, 12320 
Independence National Historical Park, 
home and office of William Duane, pub- 
lisher of the Aurora, Philadelphia, Pa., 
historic structures report, historical data 
section, 12265 
Index to report of Secretary’s Commission 
on Pesticides and Their Relation to Envi- 
ronmental Health, 12253 
Indexes, report of Secretary’s Commission 
on Pesticides and Their Relation to Envi- 
ronmental! Health, 12253 
India : 
economic trends and their implications for 
United States, 12112 
U.S. technical assistance to ouppest Indian 
agricultural development, 12085 
Indian Ocean, lights and fog signal, list, 
changes, 12283 
Indians, see names of reservation or tribes. 
Indochina, termination of hostilities in 
Indochina subject to release of American 
»risoners and safe withdrawal of remain- 
ing forces, hearings, 11855 
Industrial arbitration, establish arbitration 
board for settlement of west coast dock 
strike, law, 11717 
Industrial production, see Production. 
Industrial products, see Commercial prod- 
ucts. 
Industrial relations : 
BLS studies, 1960-71, directory, 12171 
industrial relations issues for tomorrow 
(address), 12156 
Industrial wastes, fluidized-bed incineration 
os seeeees carbonaceous industrial wastes, 


Industry : 

assessment of operations and management 
of Opportunities Industralization Cen- 
ters, GAO report, 12071 

automated control systems in Ukranian 
economy, USSR study, 12135 

current industrial reports, 11648—660 

industrial development in TVA area, 12363 

seasonal industry determination for fresh 
fruit and vegetable industry, guidelines 


see also names of industries. 

Infections, comparative evaluation of some 
methods for analyzing dynamics of inci- 
dence of infectious diseases, USSR study, 
12142 

Infectious diseases, see Contagion and con- 
tagious diseases. 

Inflation (finance) : 
slowing inflation and improving produc- 

tivity, workers’ view of controls (ad- 
dress), 12154 

Influenza, possibilities for computer model- 
ing of influenza epidemics in USSR, USSR 
study, 12141 
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Information bulletins, see names of depart- 
ments, etc., issuing bulletins. 
Information centers, see Information serv- 
ices. 
Information processing, see 
storage and retrieval systems. 
Information services, dru 
sources, survey of selecte 
— and information 
12197 
Information storage and retrieval systems: 
National Military Command system infor- 
mation processing system 360 formatted 
file system (NLPS 360 FFS), 11939-941 
NIPS ees file system, user’s man- 
ual— 
error codes, change, 11941 
introduction to file concepts, 


11939 
utility support (UT), 11940 
Information theory, survey of national geo- 
coding systems, program in urban trans- 
portation, 12367 
Infrared solar spectrum observed from bal- 
loon-bone spectrometer between 9300 and 
11000 A and between 12000 and 19000 A, 
11508 
Infrared spectrometers, see Spectrometers. 
Infrared spectrum, see Spectra. 
Ingots, see Aluminum. 
Injection of benomy] into elm, oak and maple, 


Information 


information 
drug-selected 
services, 


change, 


Injections : 
apparatus for pressure injection of solu- 
tons into trees, 12064 
injection of benomyl into elm, oak and 
maple, 12063 
sequential ultastructural study of effects 
of intravenous lipid emulsion, 11540 
Injectors, apparatus for pressure injection of 
solutions into trees, 12064 
Injuries : 
evaluation of fiberglass instrument glare 
shield for protection against head in- 
jury, 11552 
——- Pass, Colo., 


schoolbus crash, 

Inorganic chemicals, 1970, 11652 

Inpatient health facilities as reported from 
1967 MFI survey, 12236 

Pages catoes analysis, see Linear program- 
ng. 


Insect pests of southern pines, 12050 
Insects: 
insect pests of southern pines, 12050 
list of intercepted plant pests, 1970 re- 
port, 11522 
Inserts, design loads for inserts embedded in 
concrete, 12226 
Installations (military) : 
construction appropriations, 
ings, 11845 
Institute for Telecommunications Sciences, 
telecommunications research and engineer- 
ing report OT/TRER series, 11708 
Institutions : 
economic resources of 
adults, 12321 
funds for research at State agricultural 
experiment stations and other State in- 
stitutions, 11930 
survey of institutionalized adults, report, 
12321 


1973, hear- 


institutionalized 


Instructors, see Teachers. 
Instrument approaches, 
craft). 
Instrument flight rules: 
enroute IFR_ altitudes 
routes and _ intersections, 


see Landing (air- 


over particular 
minimum, 


IFR off-airway routes (non-part 95), 
11519 
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Instrument flying: 
effects of backscatter of brief high inten- 
sity light on physiological responses of 
— pilots and non-pilots, 
pilot tracking performance during succes- 
sive in-flight simulated instrument ap- 
proaches, 11554 
Instrument panels, evaluation of fiberglass 
instrument glare shield for protection 
against head a 11552 
Instrumentation, 7th annual AFOSR 
chemistry program review, 11509 
Instruments, selected instruments and re- 
lated products, current industrial reports, 
change, 11654 
—" national flood insurance program, 


see also types of insurance. 
a system of planning, USSR study, 


Integration of NASA-sponsored studies on 
aluminum welding, 12209 
Intelligibility : 
effects of Navy communication effects of 
time/frequency distortion on prosodic 
features of speech, 12187 
studies in Navy communication, effect of 
word predictability on sentence intelli- 
gibility, 12185 
bm | among 10 talkers of word in- 
telligibility in noise, 12193 
Intensity of sound, see Sound. 
Interdepartmental Council on Juvenile De- 
linquency, establish, report, 11830 
Interest and usury, interest rate discrimi- 
nation, savings flows, and new — 
in home financing (remarks, 12026 
Interest rate discrimination, savings flows, 
and new priorities in home financing (re- 
marks), 12026 
Interest rates, see Interest and usury. 
Interface standard for shipboard systems, 
ship motion and attitude, 11954 
Interfaces : 
impact of petroleum spills on chemical and 
hysic properties of air/sea inter- 
ace, 12293 
interface standard for shipboard systems, 
military standard, 119) 
Interference, see Radar interference. 
Interference (psychology) : 
color-word interference test and its rela- 
tion to performance impairment under 
auditory distraction, 11558 
Inergovernmental relations: 
A Commission, State-Federal delega- 
tion of authority to State and local 
officials, 12036 
Manpower revenue sharing act, message 
from the President, 11773 
State-local relations in comprehensive 
manpower reform, hearings, 11923 
Interior and Insular airs Committee, 
House, reports, 11807-810 
Interior and Insular Affairs Committee, 
tT report, 11891, 11893-894, 11896, 


Interior Department : 
epgropeations, 1973, hearings, 11841, 


saline water research and development 
pro Ss reports, 121 
Intermo sm, see Containerization. 
Internal revenue : 
code of Federal regulations, 12024 
code of 1954, amend, law, 11742 
Internal Revenue vice, Treasury/IRS 
ae Trafficker program (statement), 
Internal security, see National security. 
International Atomic Bnergy Agency : 
conines = safeguards pursuant to non- 
proliferation treaty, ding agree- 
ment with Denmar 12840 
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International Atomic Energy Agency—Con. 
atomic energy, IAHA application of safe- 
guards pursuant to non-proliferation 
suspend agreement 
Greece, 12341 
International Development Agency: 
telephone directory, 12336 
U.S technical assistance to suppo 
dian agricultural development, 
International executive agreements, 
ing, 11853 
International finance, international subsi- 
dies as loans to purchase American prod- 
nets, economics of Federal subsidy pro- 
grams, 11757 
International Longshoremen’s and Ware- 
housemen’s Union, west coast dock strike, 
~~ procedure for settlement, law, 
International Radio Broadcasting Commis- 
rrr appropriations, 19738, hearings, 


International relations, see Executive agree- 
ments. 

Interstate agreements, District of Columbia, 
interstate compact on mental health, au- 
thorize, law, 11743 

Interstate and Foreign Commerce Commit- 


tee, House : 
hearings, 11857-859 
reports, 11803, 11822, 11832 
Interstate Commerce Commission, motor 
carriers annual reports, permit filing on 
Se 13-period accounting year, report, 
Interstate compacts, see Interstate agree- 
ments. 
Intoxicants, see Alcoholism. 
Intravenous ons, see Injections. 
Inventories, observations on finan in- 
ventory accounting, what it is and what 
ae be, Defense Dept., GAO report, 


Investigation of air bearings for gas tur- 
bine engines, 11535 

Investigation of boundary layers and ti 
flows of helicopter rotor blades, 115 

Investigation of porous pavemeats for ur- 
ban runoff control, 11998 

Investigation of relationship between neso- 
and synoptic-scale phenomena, 1 

Investigation of vortex noise produced by 
elicopter rotor, 11536 

Investment : 
Minority enterprise small business invest- 

ment act, message from the President, 


rt In- 
12085 
hear- 


11764 

U.S. balance of payments and investment 
position, 12034. 

ionization and recomb 

ts in electromagnetic field, USSR 
study, 12129 

Ionization and recombination fronts in elec- 


Ionization, ination 


tromagnetic field, USSR study, 12129 

Irradiation, see Dlectrons. 

IRS, see Internal Revenue Service. 

Israel, Israel, model of educational achieve- 
ment (ad ), 11 

Israel, model of educational achievement 
Ay 11963 

Italian American War Veterans of United 
States, Inc., annual poe. print 
as House document, report, 11 

— quarantine import requirements, 


Item identification, see Identification. 
ITS, see Institute for Telecommunication 
Sciences. 


J 


Japan: 
po ad jum from Ja determination of 
ury to U.S. anetry, Tarif Com- 
on report, 12354 
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Japan—Continued 

economic trends and their implications 
for United States, 12116 

Japan and U.S., replacing old partner- 
ship with new partnerships (address), 
11700 

reversion to Japan of Ryuku and Daito 
Islands, agreement, 12348 

United States-Japan cooperative medical 
science program, annual report, 11760 

Japan and United States, replacing oid 
partnership with new partnerships (ad- 
dress), 11700 

Japanese beetle, see Beetles. 

Jarrett Bay, N.C., organic and trace-element 
content of holocene sediments in 2 estu- 
arine bays, Pamlico Sound area, N.C., 
12091 

Jasinowski, 
subsidy 

Jersey City, 
area wage survey, 12164 
census of housing, 1970, metropolitan 

housing characteristics, 11590 

Jet transport, see Aircraft. 

Jimsphere balloons, see Balloons. 

Job analysis: 
job descriptions, publications, 

1230 


J., economics of Federal 


Jerry 
11757 


progr: ams, 
J. 


price list, 


racial differences in terms of work assign- 
ments, job interest, and utilization of 
talents and training, analysis, Air 
Force, 11513 

Job descriptions, see Job analysis. 

Job evaluation, see Job analysis. 

Job placement and followup of secondary 
school vocational education students, 
11968 

Job satisfaction, racial differences in terms 
of work assignments, job interest, and 
felt utilization of talents and training, 
analysis, Air Force, 11513 

Job seekers, see Unemployed. 

Jobs, see Employment. 

John Day Dam, Columbia River, Oreg. and 
Wash., 11975 

John E. Fogarty International Center for 
Advanced Study in Health Sciences, con- 
ference report, prospects of gene therapy, 
12123 

Johnson, H. Kevin, 
noise 4 ye by 


investigation of vortex 
helicopter rotor, 1536 
Johnson, R. L. n Day Dam, Columbia 
River, Oreg. a Wash., 11975 
Johnston, James A., EMP protection for AM 
radio broadcast stations, 11671 
Johnstone, L. M.: 
mechanical equipment— 
Central Valley project, field review of 
maintenance, 12310 
Pick-Sloan Missouri Basin program, 
field review of maintenance, 12311 
Yakima project, Columbia Basin proj- 
ect, Hungry Horse project, Minidoka 
project, Boise project, mechanical and 
electrical equipment, Rouge River 
Basin Project, region 1, field review of 
maintenance, 12312 
Joint Chiefs of Staff, Chairman, nomina- 
tion of Thomas H. Moorer, hearing, 11914 
Joint Cocenegransie Institutions Deep 
Earth Sampling Program, Deep Sea Drill- 
ing Project, cruises of drilling vessel, 
Glomar Challenger, Miami, Fla. to Ho- 
boken, N.J., 12270 
Joint Publications Research Service, JPRS 
series, 12126—151 
Jones, Mildred V., wool statistics and re- 
lated data, 1930-69, supplement, 11503 
Jones, Thomas W., apparatus for pressure 
injection of solutions into trees, 12064 
Jordan, economic trends and their implica- 
tions for United States, 12119 
Joyner, Boyd F., appraisal of chemical and 
biological conditions of Lake Okeechobee, 
Fla., 12089 
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a see Joint Publications Research Serv- 


Judecs, Judicial survivors act 
amend, report, 11907 
Judgments, see Claims. 
Judiciary, see Courts of United States. 
Judiciary Committee, House: 
hearings, 11860-—8 860A 
reports, 11785-802, 11804, 11836 
Judiciary Committee, Senate : 
committee prints, 11921-922 
, 11875—886, 11907 
ie stress- corrosion cracking 
of high- strength steels and titanium al- 
loys, 12292 
Junior Federal assistant, examination an- 
nouncement, amendment, 11674 


annuity 


K 


Kansas: 
census of agriculture, 1969, area report, 
county data, Allen Co.-Leavenworth 
Co., 11562 
western, stratigraphy and composition of 
ro Springs Member of Pierre Shale, 


Kansas City, Mo., census of population 
and housing, 1970, census tracts, 11632 
Kayser-Roth Corp., panty hose, certain 
workers of Kayser-Roth Corp., New York, 
N.Y., Tariff Commission report, 12357 


Kentucky, primary wood-product industries, 
12068 


Keys to quality, food buying guides from 
USDA, 11480 

Kilns, honeycomb and ring failure in bac- 
terially infected red oak lumber after kiln 
drying, 12060 

Kings Canyon National Park, general in- 
formation, 12267 

Kinney, Jo Ann §., visual evoked cortical 
response as measure of stress in naval 
environments, methodology and analysis, 
rapid flash rates, 12188 

Kirk, Barbara, variability among ten talkers 
of word intelligibility in noise, 12193 

Knipling, E. F., potential role of steriliza- 
tion for supressing rat populations, theo- 
retical appraisal, 11506 

Koch, Wilma J., relief, 11799 

Kootenai Indians, judgment funds, disposi- 
tion and distribution law, 11720 

Krumbein, 8. J., corrosion of electronic 
components by fumes from plastics, 11528 

Kyong Ok Goodwin, see Goodwin, Kyong Ok. 


L 


Labor: 
assessment of operations and management 
of Opportunities Industrialiation Cen- 
ters, GAO report, 12071 
labor achievements of present national ad- 
ministration (address), 12153 
labor and the economy, Government per- 
ae a (address), 12157 
publications of Labor Statistics Bureau, 
list, 12172 
slowing inflation and improving produc- 
tivity, workers’ view of controls (ad- 
dress), 54 
see also Unemployed. 
Labor and Public Welfare 
Senate: 
hearings, 11923—9 
reports, 11897, 11904-905 
Labor Department: 
annual report, 12155 
appropriations, 1973, hearings, 11842 
assessment of operations and management 
of Opportunities Industrialiation Cen- 
ters, GAO report, 12071 
efforts to employ disadvan 
in _— government, 


Committee, 


ed persons 
AO report, 
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r Department—Continued 
problems in making concentrated employ- 
ment program work in rural Sa 
Labor Department, GAO report, 12082 
Labor dispute, see Strikes and lockouts. 
Labor management relations, see Industrial 
relations. 
Labor relations, see Industrial relations. 
Labor Statistics Bureau: 
bulletins, 12162-170 
industrial relations studies, 1960-71, di- 
rectory, 12171 
yo zy list, 12172 
Labor unions: 
building trades, union wages and hours, 
12169 


labor achievements of present national 
administration (address), 12153 
Laboratories, see names of laboratories or 
laces where located. 
Laboratory studies on yan es longev- 
ity, and fecundity of 6 — sw pests 
of cotton in Arizona, 11 
Lackawanna County, Pa., interim soil sur- 
very report, soil interpretations, 12328 
Lagoons, periodicity of blue-green algae and 
effect on efficiency of manure-disposal la- 
goons, 11501 
La Hera, Viadimir R., relief, 11790 
Lakes: 
mercury pollution control in stream and 
lake sediments, 12002 
sand and gravel overlays for control of 
mercury in sediments, 1 
Lamps: 
fluorescent lamp ballasts, summary of 
1971, current industrial reports, 11651 
prototype G.B. 250-watt tungsten-halogen 
lamps, 11699 
Land, Larry F., annual compilation and 
analysis of hydrologic data for urban 
studies in San Antonio, Tex. metropolitan 
area, 1969, 12088 
Land: 
assessment of effectiveness and effects of 
land disposal methodologies of waste- 
water management, 1 
Land and water conservation fund act, 
amend, report, 11811 
Land use policy and planning assistance 
act, report, 11 
nitrate in unsaturated zone under agri- 
cultural lands, 1 1 
Uniform relocation assistance and land ac- 
— policies act, amend, report, 


see also Natural resources. 
Land reform, special fund for education, 
ares reform education, agreement with 
Philippines, 12343 
Landing (aircraft) : 
emergency landing techniques in small 
fixed-wing aircraft, special study, 11279 

pilot gene | oie ee during suc- 
cessive in- ig t simulated instrument 
approaches, 11554 

Landing strips, see Runways (aeronautics). 

Landmarks, see Historic sites. 

Landscape : 
landscape for living, 1972 yearbook of 

agriculture— 
departmental edition, 11507 
document edition, 11768 

Laser. Robert D., Apollo experience report, 
docking system, 12220 

Langston, E. D., evaluation of fiberglass in- 
strument glare shield for protection 
against head injury, 11552 

Larch, development of Siberian and Dahuri- 
an larches after 10 years in North Dakota, 
12055 

Laredo, Tex., census of housing, 1970, met- 
ropolitan housing characteristics, 11591 

loa, " J., soil survey, Otero County, 

‘olo., 
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La slip laws (public), 92d Congress, 
11714-755 
see also subjects. 

Law Day, pay tribute to law enforcement 
officers 0’ nited States, law, 11745 
Law enforcement, pay tribute to law en- 
— officers of United States, law, 
Lawrence, Mass., census of population and 

housing, 1970, census tracts, 11633 
Laws, see w 
Lead, one 
port, 11827 
Learning : 
further tests of training techniques to 
improve visual-motor coordination of 
Navy divers under water, 12190 
learning with food, . care center for 
migrant children, 11500 
Leases, administration of criteria for leas- 
ing of buildings to be constructed, Gen- 
eral Services Administration, GAO re 
port, 12070 
Leaves, occurrence and genotypic differences 
of chlorogenic acid in Douglas-fir foliage, 


12053 
Lee, Chung chi, relief, 11795 
Legal aid, White House Conference on Ag- 
g recommended for action protective 
and social support, 12382 


Legislation, see w. 
by 1 types of 


‘from national stockpile, re- 


Legislative activity 
exempt organizations, 11 

Lepidoptera, see Loopers. 

Letters, see Mail matter. 

Levy, Lionel L., safe atmosphere entry of 
isotope heat source with single stable trim 
attitude at byporseae speeds, 12218 

Librarians, see Medical record librarians. 

Libraries : 
de gy? libraries, law governing and 

8 

provide copies of daily and semimonthly 
Congressional record to libraries of cer- 
tain U.S. courts, report, 11834 

Public Printer to designate lib of 
highest appellate court in each State 
as depository library, authorize, report, 


118 
Library of Congress: 
accessions, Pakistan, American Libraries 
Book Procurement Centers, Karachi 
and Dacca, 12173 
catalogs, national union catalog register 
of additional locations, 1217 
Libya, economic trends and their implica- 
tions for United States, 12117 
Licensed practical nurse as charge nurse, in- 
structor’s guide, 11710 
Licensed practical nurse as char, 
trainee text and study guide, 1171 
Licenses, see classes of rsons to whom, 
or subjects for which, licenses are issued. 
Life, ages ft on, President’s environmental 
merit awards program, 11 
Life insurance, servicemen’s group life in- 
surance for cadets and midshipmen hear- 
ing, 11928 
Life support system, space medicine, reports 
on artifiicial gravitation and space suits, 
USSR study, 12149 
Lift (aerodynamics): hypersonic aerody- 
namics and entry-maneuver, aerothermo- 
dynamic interactions for 2 lifting entry 
vehicles, 12216 
Light, evaluation of fiberglass instrument 
pare shield for protection against head 
njury, 11552 
Lights and gating: 
channel lighted buoy model, 11695 
effects of backscatter of brief high inten- 
sity light on physiological responses of 
| cndeiea pilots and non-pilots, 


burse, 
1 
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Lights and lighting—Continued 
Naval Oceanographic Office, list, 
Ocean, western, etc., 12283 
on daytime ranges of buoys, 
Lima, Ohio, census of housing, 
housing characteristics, 11592 

Linear programing: 
identifying an unknown process by 
randomly chosen inputs, 1229 
11537 


Pacific 


11693 
metropolita n 


using 


tetra-core stress analysis model, 
Lin-Fu, 
Lipids, 
effects of 
11540 
Liquid fuels, 
12034 


rubella, 12181 
ultrastructural study of 
lipid emulsion, 


Federal test method standard, 


Jane §&., 
sequential 
intravenous 


Liquors, alcohol and health, first special re- 
port to U.S. Congress, 12246 

List, see subjects of lists. 

Literature : 
councils and committees, selection of read- 

ing from classics, bible, etec., 11920 
literature search and critical analysis of 
biological trickling filters, studies, 12005 
non-fiction men read, PACAF basic bibli- 
ography, 11515 
see also Children’s literature. 

Little Elm Creek, coms yilation of hydrologic 
data, Little Elm Creek, Trinity River 
basin, Tex., 12093 

Little Rock, Ark. : 
census of housing, 1970, metropolitan 

housing characteristics, 11593 
navigation conditions in Little Rock 
Reach, Arkansas River, hydraulic model 
investigation, 11989 
soil conservation service, progress report, 
12331 

Little Tennessee River, upper, drainage 
basin, Tennessee Valley streams, their fish, 
bottom fauna, and aquatic habitat, 12364 

Live stock, see Livestock. 

Liver, sequential ultrastructural study of 
effects of intravenous lipid emulsion, 11540 

Livestock : 

Arizona agricultural statistics, 12350 

Australia, growth potential of grain and 
livestock sectors, 11959 

see also Food for livestock. 

Load (mechanics) : 
design loads for inserts embedded in con- 

erete, 12226 

Loader, Arline, relief, 11798 

Loader, Maurice, relief, 11798 

Loading, see Load (mechanics)—Unlading 
and lading. 

Loans: 
naval vessels, extend law, 11734 
savings and home financing, 1970, source 

book, 12014 
Small Business Administration, economic 
opportunity loan program, 12318 
students guaranteed loan program, eligible 
institutions lists by States, 11961 
Trust Territory of Pacific Islands eco- 
nomic loan fund, appropriations, in- 
crease, law, 11723 

Lobbying legislative activity by certain types 
of exempt organizations, 118 

Local government, see Government. 

Local transit, survey of national geo-coding 
systems, program in urban transporta- 
tion, 12367 

Logistics, standard guides for preparation of 
proposed item logistics data records, 12033 

Logs, veneer recovery from Black Hills pon- 
derosa pine, 12066 

Longitudinal magnetoresistance 
semiconductors, 12233 

Looney, Zolon M., cotton 
in Midsouth, 11494 

Loopers, laboratory studies on development, 
longevity, and fecundity of 6 lepidopterous 
pests of cotton in Arizona, 11505 

Lotteries, lottery and class 1-H, further 
explanation, 12317 


in polar 


gin operating costs 
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Louisiana, census of agriculture, 1969, area 
reports, county data, 11569 

Louisville and Nashville Railroad Co., acci- 
dent investigation, summary report, 12305 

Low-rent housing, see Housing. 

Lowe, Phillip C., computer program for cal- 
culating eons coefficients in dioecious 
populations, 11495 

Lowering voting age to 18 fifty-State survey 
of costs and other problems of dual-age 
voting, 11921 

Lubbock, Tex., census of housing, 1970, met- 
ropolitan housing characteristics, 11594 

Lubricants: 
lubricants, liquid fuels, and related prod- 

ucts, methods of testing, Federal test 

method standard, 12034 
wettability and detection 

barrier films, 12296 

Lubrication : 

investigation of air bearings for gas tur- 
bine engines, 11535 

oil-starvation test program, evaluation of 
y ASCO—X2 steel spiral bevel gears, final 
report, 11538 

Luers, James K., ultimate wind sensing 
on pabilities of jimsphere and other rising 

alloon systems, 12207 

L A $ 

honeycomb and ring failure in bacterially 
infected red oak lumber after kiln dry- 
ing, 12060 

sawing to reduce warp in plantation red 
pine studs, 12059 

Lunar-solar effects on 60,000 nautical mile 
SOLRAD-HI satellite, 12284 

Lunar vehicle, see Spacecraft. 

Lungs, National heart, blood, 
and blood act, hearing, 11859 


USNS Hayes (T-AGOR 
oceanographic research 
ship, 12291 


McCown, Brent, chemical indicators of 
Arctic biological and environmental activ- 
ties, 11976 

McCracken, Paul W., addresses, etc., May 3, 
1971, 11933 

McFadden, Ernest B., physiological evalua- 
tion of modified jet transport passenger 
oxygen mask, 11 

Machinery : 
mechanical and_ electrical 
Rogue River Basin project, region 1, 
review of maintenance, 12312 
mechanical equipment, 

Central Valley project, 2, field review 
of maintenance, 12310 
Pick-Sloan Missouri Basin rogram, 
field review of maintenance, 12311 
Yakima, Columbia Basin, Hungry Horse, 

Minidoka and Boise projects, region 1, 
field review of maintenance, 12312 

Machines, see special kinds of machines, e.g. 
Vending machines. 

McIntosh, J. A., tests of aircraft navigation 
for small area mapping using minimum 
local aids to navigation, 11698 

McKay, Christine L., further tests of train- 
ing techniques to improve visual-motor 
ceqeeematien of Navy divers under water, 
121 

McReynolds, R. Michael, list of pre-1840 Fed- 
eral District and Circuit Court records, 
12225 

Magistrates, see United States magistrates. 

Magnetohydrodynamic generators, electro- 
thermal oscillations and uasi-linear 
theory of electron enthalpy fluctuations 
in magnetohydrodynamic generators and 
magnetoplasmadynamic are thrusters, 
12214 

Magnetohydrodynamics, open cycle coal burn- 
ing } power generation, assessment 
and plan for action, 11691 


of fluorescent 


vessel, lung, 


McClinton, A. T., 
16), U.S. Navy 


equipment, 
field 
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Magnetoplasma electrothermal oscillations 
and quasi-linear theory of electron en- 
thalpy fluctuations in magnetohydrody- 
namic generators and magnetoplasmady- 
namic are thrusters, 12214 

Magnetoresistance, see Plectric resistance. 

Mail matter: 

Armed Forces members, free letter mail and 
air transportation mailing privileges, 
additional report, 11 

mailing of drug samples to Government 
officials for analysis, hearings, 11861 

Maine, timber resources of Maine, 12069 

Maintenance: 
power O. and M, re 

maintenance, 123 
operation and maintenance, 12313 

Making appropriations for Treasury Depart- 
ment, 1973, 11816 

Making certain urgent supplemental ap- 

ropriations for fiscal year 1972, and 
‘or other purposes, 11722 

Malaysia, military assistance, deposits under 
he assistance act of 1971, agreement, 
1234 

Malaysian language, reference aid, glossary 
of Malaysian and English abbreviations 
appearing in press of Malaysia and Singa- 
pore, Asian study, 12146 

Management: 
assessment of operations and management 

of ———— Industrialization Cen- 
ters, GAO report, 12071 

integrated of planning, USSR 

information sources, 


study, 12127 
Mangad, Moshe, dru 
survey of selected drug-selected sage 
tories and information services, 1219 
Manned orbital space stations (Moss), see 
Space Stations. . 
Manned space flight, U.S.-Soviet rendezvous 
and docking, hearing, 118 
Manpower : 
assessment of operations and management 
Opportunities Industrialization Centers, 
GAO report, 12071 
comprehensive manpower 1972, 
hearings, 11923 
Manpower development and training act, 


rt, fleld review of— 
312 


system 


reform, 


report, 11892 
Manpower revenue shames act, message 
from the President, 1177 
public employment program, bringing to- 
gether jobless workers and public work 
to be done, 12160 
report of the President— 
departmental edition, 12158 
document edition, 11762 
Mansfield, Ohio, census of housing, 1970, 
metropolitan housing characteristics, 
11595 
Manuals, see names of departments, etc., is- 
suing manuals—also subjects. 
Manufactures and manufacturers, see names 
of manufactured articles. 
Maple: 
injection of benomyl into elm, oak and 
maple, 12063 
rate of value increase for black cherry, 
red maple and white ash, 12 
Mapping, see Maps and charts. 
Maps and charts: 
ational Ocean Survey nautical chart 
catalog Pacific Coast, including Hawaii, 
Guam and Samoa Islands, 12256 
d maps, released only in open 
files, 12092 
tests of aircraft navigation for small area 
mapping using minimum local aids to 
navigation, 11608 
Marble, importation of marble, travertine 
and articles of marble threatens domestic 
industry, remedies, etc., 11770 
= historical bibliographies series, 
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Marine science, see Oceanography. 
Maritime education, Texas Maritime Acade- 
my dedication (remarks), 12015 
Marketing, see Markets and marketing. 
Markets and marketing: 
market news, major statistical series of 
Agriculture Department, how they are 
constructed and used, 11489 
marketing research reports, 11494 
see also Agricultural products—also 
names or classes of commodities. 
Markstrom, Donald C., seasonal variation in 
wood jos and stem moisture con- 
tent of 3 Rocky Mountain softwoods, 12058 
Marland, 8S. P., jr.: 
address— 
Apr. 5, 1972, 11967 
ay 4, 1972, 11963 
May 18, 1972, 11962 
Marsden, Charles P., tabulation of published 
data on electron devices of USSR through 
Dec. 1971, 12234 
Martin, Preston, address, May 11, 1972, 
12013 
Maryland: 
— # agriculture, 1969, area reports, 


income limits for rent supplemental hous- 
ng, 
Masks, see Oxygen masks. 
Mason, Donald G., screening/flotation treat- 
ment of combined sewer overflows, 11997 
Mass transit, see Local transit. 

Masterson, James R., writings on American 
history, 11521 
Masubuchi, Koichi, integration of NASA- 

sponsored studies on aluminum welding, 


12 
Materials, emission properties of materials, 
USSR study, 12143 
Maternal and Child Health Service, 
grams, 12180 
Maternal welfare, see Mothers. 
Mathematical models: 
mathematical model of— 
Columbia River from Pacific Ocean to 
Bonneville Dam input-output and ini- 
tial verification procedures, 12378 
cultivation process of typhoid bacteria 
yO te medium, USSR study, 


pro- 


mathematical wind gust model and com- 
puter programs for use with aircraft 
simulations, 11530 

possibilities for computer modeling of in- 
eeeee epidemics in USSR, USSR study, 


procedure for estimating stability and con- 
trol parameters from flight test data by 
mas maximum likelihood methods em- 
ploying real-time digital system, 12215 
simulation of IHAS—4 computer, 11527 
Mathematical wind gust model and computer 
programs for use with aircraft simula- 
tions, 11530 
Mathematics, identifying an unknown proc- 
ess by using randomly chosen inputs, 
12295 
see also Mathematical models. 
Matheny, William D., pulsars, bibliography, 


11548 
Maximum likelihood estimates, procedure for 
estimating stability and control parame- 
ters from flight test data by using maxi- 
mum likelihood methods employing real- 
time digital system, 12215 
Meals, see Food. 
Measles, rubella, 12181 
Measurement and analysis of noise from four 
aircraft in level flight, 12351 
Measuring instruments, navigational cyber- 
netics of flight, USSR study, 12126 
Meat: 
centralized 
poultry, 
zation, bibliograp 


rocessing of fresh meat and 
aemas radiation pasteuri- 
y, 11550 
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Meat—Continued 

Wholesome meat act of 1967, effects upon 
small business economic problems re- 
sulting from environmental-consumer 
legislation, 11926 

Meat packing plants, see Packing industry. 

Mechanical and electrical equipment, Rogue 
River project, 12312 

Mechanical design, see Design (industrial). 

Mechanical engineering, see Engineering. 

Mechanical equipment, see Machinery. 

Mediation, see Arbitration. 

Medicaid, problems in peering guidance to 
States in establishing rates of payment for 
nursing home care under medicaid pro- 
gram, GAO report, 12083 

Medical care: 
ambulance services and hospital emergen- 

cy departments, digest of surveys, 12099 
medical care in USSR, report of U.S. Dele- 
gation on Health Care Services and 
Planning, 12124 
medical care price changes, 1967—71, 12326 
White House Conference on Aging, recom- 
mended for action, health care strate- 
gies, 12381 
see also Medicaid. 

Medical education, see Medicine. 

Medical facilities, see Veterans hospitals. 

Medical institutions, see Hospitals. 

Medical Nutrition Laboratory, see Army 
Medical Research and Nutrition Labora- 
tory. 

Medical officers : 
examination announcement, 11686 
veterinary, examination announcement, 

8 


Medical personnel, Uniformed services health 
professions revitalization act, report, 
11898 
Medical record librarians, examination an- 
nouncement, 11678 
Medical service, see Medical care. 
Medical technologists, clinical and health 
research, examination announcement, 
11680 
Medicare, medical care price changes, 1967- 
71, 12326 
Medicine : 
aviation medical report AM series, 11552— 
behavioral sciences & medical education, 
report of 4 conferences, 12243 

current problems in space biology and 
medicine, USR study, 12128 

space medicine, report on artificial gravi- 
tation and space suits, USSR study, 
12149 

technical assistant, examination announce- 
ment, amendment, 11675 

United States-Japan cooperative medical 
science program, annual report, 11760 

Mello, Nancy K., recent advances in studies 
of alcoholism, interdisciplinary symposi- 
um, 12250 

Memphis, Tenn., census of population and 
housing, 1970, census tracts, 11634 

Men: 
non-fiction men read, PACAF basic bibli- 

ography, 11515 
work limitations of men newly entitled 
to retirement benefits, 12324 

Mental health: 

District of Columbia, interstate compact, 
authorize, law, 11743 
support programs of NIMH, 12249 

Mental institutions, economic resources of 
institutionalized adults, 12321 

Menus, nutrition programs for elderly, guide 
to menu planning, buying, and care of 
food for community programs, 11485 

Merchant marine: 
act, amend, report, 11890 
some recent problems in international 

ocean commerce (remarks), 12016 
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Mercury : 
mercury pollution control in stream and 
lake sediments, 12002 
sand and —-_ overlay for control of 
mercury in sediments, 12004 
waste wool as scavenger for mercury pol- 
lution in waters, 1 3 
Mesometerological system, see Meteorology. 
Mesosphere, investigation of relationship be- 
tween meso- and synoptic-scale phenom- 
ena, 12205 
Messengers, 
11679 
Messier, A. A., effect of 90-day exposure to 
1% CO, on acid-base status of blood, 
12184 
Metabolism : 
biochemical aspects of biological effect of 
low-frequency pulsed electromagnetic 
field, USSR study, 12147 
eertain peculiarities of metabolism of 
Francisella tularensis media Asiatica 
aikimb, USSR study, 12136 
Metallography, role of grain size and shape 
in strengthening of dispersion hardened 
nickel alloys, 12204 
Metals, see Alloys. 
Meteorology, investigation 


examination announcement, 


of relationship 


between meso- and synoptic-scale phenom- 
ena, 12205 
Methadone, 
gram, Buffalo, N.Y., 
11857 
Methods of analysis of NBS clay standards, 
2230 


methadone maintenance pro- 
oversight, hearing, 


Methyl 1-(butylcarbamoy])-2-benzimidazole 
carbamate, see Benomyl. 

Metroliner, see Railroads. 

Metropolitan housing characteristics, 11592— 
593, 11607—8, 11616 

Mexamine, effect of mexamine, cystamine, 
cystaphos and aet on permeability of histo- 
hematics barriers of adrenal and thyroid 
glands, 12150 

Mexican-Americans, bibliography, 12105 

Mexico: 
disaster assistance agreement, 12346 
establishing business, 11705 
ee of migratory birds, agreement, 


MHD, see Magnetohydrodynamics. 

Michigan, regular income limits for sec. 235— 
236 housing, 12103 

see Electron probe micro- 


identification and quantita- 
cal flora of food packet, 
under simulated field 


Microanalysis, 
analysis. 
Microbiology, 
tion of microbiolo. 
long range patro 
conditions, 11541 
Microflora, see Bacteria and bacteriology. 
Microphones, design considerations for 
microphone-equipped mouthpiece for Navy 
diver communication, 194 
Microscopes, electron, proton, and similar 
microscopes, and diffraction apparatus, 
Tariff Commission report, 12356 
Microwave equipment, evaluation of system 
A eres oscillator synchronization, 
Middle Fast, see Bast (Middle East). 
Migrants, learning with food, day care cen- 
ter for migrant children, 11500 
Migratory birds, see Birds. 
Military Academy, West Point: 
additional pay for aaa professors 
provide, report, 11825 
servicemen’s group life insurance for 
cadets and midshipmen, hearing, 11928 
Military aid: 
Foreign assistance act of 1972, 11761 
military assistance, deposits under For- 
eign assistance act of 1971, agreement 
th Malaysia, 12347 
Military assistance, see Military aid. 
Milita construction, see Installations 
(military). 


Do not order from index; see indicated entry 





SerremBer 1972 


Military education, noncommissioned officer 
education system, your key to promotions, 
professional education, career develop- 
ment, 11531 
Military history, Marine Corps historical 
bibliographies series, 12179 
Military mail, 11902 
Military personnel, see Armed Forces. 
Military publications, administrative , 
ance for Arm National Guard, 1223 
Military researc 
Defense Department research, develop- 
ment, test and evaluation, 1973, au- 
thorization hearin 13 

17th annual AFOSR chemistry program 
review, 11509 

Militar standards, 
standardization. 

Military supplies : 
Federal manual for supply cataloging, 

item identification, 119 
procurement, appropriations, 1973, 
thorization, hearings, 13 

Miller, Lillian R., if elected, unsuccessful 
candidates for Presidency 1796-1968, 
biographies, ares ete., 13269 

Miller Melvin job cae and fol- 
lowup of pisatiok school vocational edu- 
cation students, 11968 

Mills, see Flour mills. 

Mine safety, see Safety of life. 

amines and mining, see Coal mines and min- 


see Standards and 


ng. 
Minidoka project, mechanical equipment, 
re ty field review of maintenance, 
Minimum enroute IFR altitudes over 
ticular routes and intersections, 115: 
Minimum tillage, 12329 
Mining machinery, mining machinery and 
mon current industrial reports, 


Minorities : 
conflict resolution program, 11712 
Minority enterprise small business invest- 
ro act, message from the President, 


Mississi 
trate 
Mississippi, 
port, 12082 

Missouri River Basin project, 
Sloan Missouri Basin program 

Mode of action of some physiologically active 
compounds, USSR study, 1 

Model far compensatory 
119 

Modlin, nei ‘possiblities for computer model- 

= onan epidemics in USSR, USSR 


see Mathematical 


ar- 


roblems in making concen- 
... oyment program work in rural 
bor Department, GAO re- 


see Pick- 


education, 


}.. ae ), 


ls. 
Models (structural) : 
channel lighted buoy model, 11695 
tetra-core stress analysis model, 11537 
Moisture : 
effects of duration of moist curing on con- 
crete made with blended cements or 
——, laboratory investigations of 
-in.-aggregate concrete, 11 

entraine sture separators for fine par- 
ticle waterair. steam service, their per- 
formance, development and status, final 
report, 11546 

Molasses, molasses market news, market 
summary, 11483 

Moline, Ill., area wage survey, 12167 

Momentum, see Motion. 

Monarch Pass, Colo., schoolbus crash, 12240 

Money: 
open market operations and monetary and 

credit aggregates, 12 
par value of dollar, 
1782 


modification, law, 


a orders, Univ«:sal Postal Union, money 
ers and postal traveler’s check, agree- 
ment and detailed regulations, 12837 
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Moniz, Adriano B., relief, 11794 

Monolayers, see Monomolecular films. 

Monomolecular films, control and confine- 
ment of oil pollution on water with mono- 
molecular surface films, 

Monterey, Calif., census of housing, 1970, 
ee housing characteristics, 


Ala., census of housing, 1970, 


Montgomery, 
‘housing characteristics, 


7 oe tan 


Months, see names of special months. 

oon : 
analysis of Surveyor 3 material ane photo- 

graphs returned by Apollo 12, 1 
lunar-solar effects on 60/000 aaaideal mile 
SOLRAD-HI satellite, 12284 

Meet, Thomas H., nomination, hearing, 

More effective schools program, New York, 
N.Y., 11964 

Mortgage insurance : 
interest rate discrimination, savings flows 

yi = noes in home financing 
8) 
ships, meligibility for participation in pro- 
grams under Merchant marine act, 
change criteria, report, 11890 

Mortland, J B, welding and be —t of nickel 
and nickel. files alloys 

Meimate rograms . Uaternal and Child 

Heal Ith ervice, 

Motion, ship motion rs attitude, interface 
standard for shipboard systems, military 
standard, 11954 

Motivation (psychology) : 
characteristics of 18 year old enlistees who 

enter Air Force before becoming draft 
eligible, 11514 
impact of all-volunteer force on AFROTC 
officer procurement, 11512 
oe ee related to career deci- 
ns, 1 

Motor a Reg see School buses. 

Motor carrier reports to Interstate Com- 
merce Commission, 11899 

Motor carriers: 
class 1 and 2, cost of transporting freight 

general commodities by regions or terri- 
tories, 12121 
filing of annual reports to ICC, permit 
on basis of 13-period accounting year, 
report, 11899 
transport statistics, 12122 
Motor learning, see Lear ning. 
Motor psychology, see Movement (psychol- 


ogy 
Motor vehicle accidents : 
investigations Monarch Pass, Colo., school- 
bus crash, 1 


2240 

multidiselplinary accident investigations, 
DO series, 12240 

Motor vehicles : 

Federal safety standards and regulations, 
with amendments and interpretations, 
supplement, 12239 

National traffic and motor vehicle safety 


act, amend, report, 11832 
see also Motor carriers. 

Motorbuses, bus subsidy proposals for mass 
transit bus companies in ay met- 
ropolitan transit area, hearings, 11850 

Motortruck drivers, local truckdrivers, and 
helpers, union wages and hours, 12170 

Mt. McKinley National Park, ~h.. Mt. 

McKinley commemorative stamp (poster), 
12372 

Mountain pine beetles, see Beetles. 

Mouthpieces, design considerations 
microphone-equipped el for Navy 
diver communication, 12194 

Movement (psychology) : 
further tests of raining techniques to 

improve visual-motor coordination of 
Navy divers under water, 121 


for 
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Mueller, Robert, lunar-solar effects on 60,000 
nautical mile SOLRAD-HI satellite, 12284 
Multidisciplinary accident investigations, 
DOT HS series, 1224 
Multiple sclerosis : 
National Commission on Multiple Sclerosis, 
establish— 
hearing, 11858 


segers. 11822 

Multiple Sclerosis National Commission, see 
National Commission on Multiple 
Sclerosis. 

Multipurpose Senior Center Insurance Fund, 
establish, hearing, 11851 

Multipurpose Senior Centers, appropriations 
for construction not exceeding 75 percent 
of cost, hearings, 11851 

Muncie, Ind., census of housing, 1970, metro- 
politan housing characteristics, 11597 


N 


Nandi, S. P., adsorption characteristics of 
coals and chars, report, 11689 

et Mass., aircraft accident, report, 
122 


Narcotics, Treasury/IRS Narcotics Trafficker 
Program (statement), 12370 
Narcotics and Dangerous Drugs Bureau, 
SCID-TR (series), 12197 
NASA, see National Aeronautics and Space 
Administration. 
NASA educational publications, 12210 
National Academy of Engineering: 
report, 69— 
departmental edition, 12198 
document edition, 869 
National Academy of Sciences: 
report, 1969— 
departmental edition, 12198 
document edition, 11869 
National Academy of Sciences, National 
Academy of Engineering, National Re- 
search Council, annual report, fiscal year 
1968-69, 11869, 12198 
National Advisory Commission on Multiple 
Sclerosis act, 11822 
National Advisory Council on Adult Educa- 
tion, annual report, 11783 
——_ Aeronautics and Space Administra- 
tion : 
appropriations, 1973, hearings, 11910 
contractor report CR (series), 12204—209 
cost-benefit analysis used in support of 
—e. shuttle program, GAO report, 


programs described at 4th annual earth re- 
sources program review, 1 

ublications, educational, list, 12210 

P series, 12211-213 

space flight investigations, opportunities 
Ho * eee handbook, changes, 


coaanent notes, 12214—221 
technical translation, 12222 
National Aeronautics and Space Council, ap- 
propriations, 1973, hearings, 11910 
National Air Pollution Control Administra- 
tion, publication AP series, 11518 
National Arbor Day, designate, law, 11739 
National Archives and Records Service, spe- 
cial list, 12225 
National Arthritis Month, designate, law, 
11752 


law, 


National Beta Club Week, designate, 
11716 


National Bureau of Standards 

at a glance, general Seformation, 12227 

NBS Electricity Division, calibration, re- 
search and consultative services, 12228 

NBS ie | and time satellite experi- 
ment 

publications list, 1971 supplement, 12232 

special ublications, 12230-232 

technical notes, 12233-—235 
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National Bureau of Standards at a glance, 


1 

National Check Your Vehicle Emissions 
Month, designate, law, 11737 

National Commission on Fire Prevention and 
eee. appropriations, 1973, hearings, 
184: 


National Commission on Multiple Sclerosis: 

establish— 
hearing, 11858 
report, 11822 

National Commission on Multiple Sclerosis 
act, 11858 

National Commission on Venereal Disease, 
report, 11666 

National debt, see Public debt. 

National defense, Defense production act, 
amend, report, 11818 

National wort g drug abuse treatment 
programs, 1224 

National economy, see Economic conditions. 

National fire danger rating system, 12067 

National flood insurance program, 12106 

National forests, explore! visitor’s guide to 
discovery in national forests, 11499 

National guard, military publications, ad- 
ministrative guidance for Army National 
Guard, 12238 

National Guard Bureau, pamphlet, 12238 

National Heart and Lung Institute, enlarge, 
hearings, 11859 

National heart, blood vessel, lung, and blood 
act of 1972, hearings, 11859 

National Highway Institute, informational 
guide for development and administration 
of programs of education and training for 
personnel of Federal, State and local high- 
way agencies, 12011 

National Hunting and Fishing Day, desig- 
nate, law, 11748 

National Information and Resource Center 
for the Aging, establish, hearings, 11851 

National Institute of Gerontology, establish, 
hearings, 11924 

National Institute of Mental Health : 
drug abuse education and information ma- 

terials, guide, 12247 
suppert programs, 12249 

National Institute of Mental Health sup- 
port programs, 12249 

National Institutes of Health, publications, 
list, 12251 

National Labor Relations Board, decisions 
and orders, bound volume, 12252 

National Military Command System Support 

Center : 

information processing systems 360 for- 
matted oy system (NIPS 360 FFS), 
11939-941 

NIPS formatted ag system (360 FFS) 

user’s manual— 

error codes, 11941 
introduction to file cone, 11939 
utility support (UT), 

National Ocean Survey, idhmnory chart cata- 
log, Pacific Coast, including Hawaii, Guam 
and Samoa Islands, 12256 

National Oceanic and Atmospheric Adminis- 

tration : 

NOAA technical report, 12259 

programs described at 4th annual earth re- 
sources program review, 122 

National Park Service, increases in appro- 
priation ceilings, law, 11735 

National parks, increases in appropriation 
ceilings and boundary changes in certain 
units, law, 11735 

National Railroad Passenger Co 
financial assistance for purchasin 
road equipment, provide, report, 11803 

National Research Council : 
report, 1969— 

departmental edition, 12198 
document edition, 11869 


ration, 
rail- 
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N —— Science Posetetien : 
ee. = 
orization, report, 11904 
hearings, 11910 

publications, list, 12271 

National Science Foundation authorization 
act of 1972, 11904 

National security, Internal security act and 
other internal security laws, report of sub- 
committee to investigate administration, 
11922 


National Tourism Resources Review Commis- 
sion, yee 1973, hearings, 11843 
National Transportation Safety Board : 
NTSB—AAR series, 12272—275 
NTSB-AAS series, 12278-279 
National union catalog, Library of Congress, 
register of additional locations, 1217 
National Visitor Center, status 2, 12266 
National Water Commission, appropriations, 
1973, hearings, 11912 
Natural disasters, see Disasters. 
Natural gas, see Gas. 
Natural resources : 
4th annual earth 
review— 
agriculture 
203 


resources program 


and forestry programe, 
12 
Geological Survey programs. 12201 
National Aeronautics and Space Admin- 
istration programs, 12199 
National Oceanic and Atmospheric Ad- 
ministration programs and U.S. Naval 
Research pone! p> rams, 12202 
university programs, 
highlights of report, a. 
trol and management Snake 
12377—A 
history of Federal water resources pro- 
grams, 
planning natural resource development, in- 
troductory guide, 11490 
quality conservation means quality liv- 
ing in North Carolina, 12330 
resource bulletins, 12068—69 
water, Connecticut resources’ report of 
watershed activities, 33 
Nautical chart catalog 2, United States Pa- 
cific Coast, incieeet Hawaii, Guam and 
Samoa Islands, 12 
Nautical charts, see — & and charts. 
Naval Academy, Annapo 
additional pay for a ermancat professors, 
provide, report, 1 5 
servicemen’s group life insurance for 
cadets and midshipmen, hearing, 11928 
Naval art and science, annotated bibliography 
of naval gunfire support, 12179 
Naval Oceanographic Office, publication, 
12283 
Naval operations, see Naval art and science. 
Naval Research Laboratory : 
programs described at 4th annual earth 
resources program review, 1 2 
report series, 12288—296 
Naval Research Office, ONR report ACR 
series, 12297 
Naval Submarine Medical Center, reports, 
12184-194 
Naval vessels, see Battleships—Ships. 
Naval Weapons woe! a 
NWL technical report TR series, 122 


uality con- 
iver basin, 


Navigation : 
channel lighted buoy model, 11695 
tion conditions in Little Rock Reach, 
Arkansas River, hydraulic model inves- 
tigation, 11989 
on aytime ran sd buoys, 11693 
see also Air navigation. 
+ tion conditions in Little Rock Reach, 
ansas River, hydraulic model investi- 
poo 11989 
Navigational cybernetics of flight, 12126 
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Navy 
euign considerations for microphone- 
equipped mouthpiece for Navy diver 
communiontion, 21 
reliability decision and control, reliability 
ides for naval ordnance equipment, 


2286 
reliability test and evaluation, reliability 
guides for Naval ordnance equipment 
and systems, 12287 
studies in Navy communication— 
effect of word predictability on sentence 
intelligibility, 12185 
effects of time/frequency distortion on 
prosodic features of speech, 12187 
NBS, see National Bureau of Standards. 
NBS ~ Division, mt 
search and consultative ‘services, 
NBS Sequences and time satellite houiine. 


Near Bast, see East (Near Bast). 
——- census of ornare 1969, area 
rts, county da 11561 

Nee for career education (address), 11967 

Negroes, racial differences in terms of work 
assignments, job interest, and felt utili- 
zation talents and training, analysis, 
Air Force, 11513 

Nelson, H. D.: 
evaluation of various signal red materials 

> a on plastic buoys, final report, 
prototype G.B. 250-watt tungsten-halogen 
lamps, 11699 

Neoprene, engineer design tests of dust-con- 
trol materials and emplacement equip- 
ment, 11984 

Nervous system, advance national efforts 
against neurological diseases and strokes, 
hearings, 11859 

Nesemeier, Dale C., relief, 11785 

Neurological diseases, see Nervous system. 

Nevada : 
census of agriculture, 1969, area, reports, 


income limits for rent, supplement housing, 
12104 


re- 


ae! ey adequacy of northern New 
"Sine and air service, hearings, 11917 
New — river basin, annual report, 


New ampehire, mouse limits for rent sup- 
plement housing, 12104 

New Mexico: 
census - agriculture, 1969, area reports, 


income limits for rent supplement housing, 


New Orleans, La., census of housing, 1970, 
metropolitan housing characteristics, 


New technologies in solid waste management, 
11994 


| York City 
=n oo aliens, * peasings, 11860 
= yn age A cSuention. 
2 A schools program, New 
York, N.Y., 7 
statistical =F oy of New York-Washing- 
ton, D.C. rail passenger service, 12021 
New York State, census of agriculture, 1969, 
area reports, summary data, 11559 
Newark J., area wage survey, 12164 
Newspapers, se e Press 
NGB, sce National Guard Bur 
| eee Alexandria, relief, T1881 


aoe from national stockpile report, 


ain size and shape in strengthen- 
of dispersion hardened nickel alloys, 


nie and | of sea and nickel- 


base alloys, 1 
NIH, see National —t— of Health. 


NIH publications list, 12251 


ade ot § 
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Nimeroff, Isadore, precision measurement and 
calibration, colorimetry, 12231 

NIMH, see National Institute of Mental 
Health. 

1972 budget scorekeeping report (staff report 
no. 6), 11866 

1972 budget scorekeeping report (staff report 
no. 12), 11867 

1972 budget scorekeeping report (staff report 
no. 13), 11868 

NIPS formatted file system (360 FFS), user’s 
manual— 

introduction to file concepts, 


119 
utility support > change, 11940 
NIPS (National Military Command System 
Support Center information processing sys- 
tem), see Information storage and re- 
trieval systems. 
Nitrate in unsaturated zone under agricul- 
tural lands, 12001 
Nitrates, nitrate in unsaturated zone under 
icultural lands, 12001 
NMCS, see National Military Command Sys- 
tem Support Center. 
Noise : 
comparison of optimal and noise-abate- 
Seep, Saseeeens of tilt-rotor aircraft, 
12 


change, 


investigation of vortex noise produced by 
helicopter rotor, 11536 
variability among 10 talkers of word in- 
telligibility in noise, 12193 
Nomination of Thomas H. Moorer, USN, 
for reappointment as Chairman, Joint 
Chiefs of Staff, hearing, 11914 
Nominations, see names of persons. 
Noncommissioned officer education system, 
your key to promotions, professional edu- 
cation, career development, 11531 
Moncommissioned officers, see Army. 
Nonferrous alloys, see Oana 
Non-fiction men read, PACAF basic bibliog- 
a 11515 
Nonpublic education, see Private education. 
Nontariff barriers affecting trade in agri- 
cultural products, Canada, 12040 
North Carolina : 
census of agriculture, 1969, area reports, 
county data, 11564 
county business tterns, 1971, 11645 
quality conservation means quality living 
in North Carolina, 12330 
North Dakota: 
development of Siberian and Dahurian 
nose after 10 years in North Dakota, 


2 
Income limits for rent supplement hous- 


ing, 1210. 

North Little Rock, Ark., census of housing, 
1970, metropolitan housing character- 
istics, 11593 

North Platte River, communication and con- 
trol systems, South Platte River projects, 
North Platte River projects, region 7, field 
review of maintenance, 12309 

Northeast Corridor Transportation Project 
published reports, lists, 12019—-20 

Northwest (U.S.): 
collecting forest seed cones in Pacific 
Northwest, 12044 

Noxious plants, see Weeds. 

NPS national prisoner statistics series, 12301 

NRL, see Naval Research Laboratory. 

NSF, see National Science Foundation. 

NTSB, see National Transportation Safety 
Board. 

Nuclear energy, see Atomic energy. 

Nuclear fuels, see Reactor fuels. 

Nuclear reactor power plants, cost compari- 
son of —— and conventional cooling 
systems r representative nuclear gen- 
erating plants, 11551 

Nuclear warfare, see Atomic warfare. 

Nuclear weapons, see Weapons. 
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Nurses and nursing: 
licensed practical nurse as charge nurse— 
instructor’s guide, 11710 
trainee text and study guide, 11711 
schools offering nurse traineeships for full- 
e academic study, i120: 
Nursing homes: 
inpatient health facilities as reported from 
1967 MF survey, 12236 
problems in providing guidance to States 
in establishing rates of payment for 
nursing home care under medicaid pro- 
am, GAO report, 12083 
ay properties of 5 West Virginia soils, 


Nutrients, see Nutrition. 
Nutrition : 
nutrient cc of 5 West Virginia 
soils, 1205 
nutrition programs for elderly, guide to 
menu planning, buying, and care of food 
for community programs, 11485 
suggestions for food service for day camps 
and recreation programs, 12039 
see also Food. 
Nutrition Laboratory, see Army Medical Re- 
search and Nutrition Laboratory. 
Nutrition programs for elderly, guide to 
menu planning, buying, and care of food 
for community programs, 11485 
Nutritionists, public health, examination an- 
nouncement, 11681 
NWL, see Naval Weapons Laboratory, Dahl- 
gren, Va. 


0 


Oak: 
honeycomb and ring failure in bacterially 
= — . oak lumber after kiln dry- 
ng, 
injection of benomyl into elm, oak and 
maple, 12063 
Oakland, Calif. : 
census of housing, 1970, metropolitan hous- 
ing characteristics, 11607 
census of population and housing, 1970, 
census tracts, 11640 
Oberholtzer, Betty L., publications of Na- 
tional Bureau of Standards 1971 catalog, 
12232 
OBR series, 11701—706 
Observations on financial inventory account- 
ing, what it is and what it could be, 12081 
Occupations : 
after high school, a bright future, Women’s 
Army Corps, 11525 
earrer opportunities— 
careers in psychiatry, 12244 
medical record librarians, 11678 
pharmacy, 11682 
commissioned officers, 
11532 
need for career education (address), 11967 
noncommissioned officer education system. 
your key to promotions, professional 
education, career development, 11531 
publications, price list, 12303 
atart oe an officer, Women’s Army Corps, 
1 
see a names of occupations, industries, 
ete. 
Occurrence and genotypic differences of 
> cre acid in uglas-fir foliage, 
1 


eareer planning, 


Ocean, survey ship, Oceanographer, welcome 
aboard, general information, 12360 
Ocean Science and Technology Division, 
Ocean Science and Technology Division re- 
port, availability notice, 12297 
Oceanographer (OSS): 
ocean survey ship, welcome abroard, gen- 
eral information, 12260 


Oceano: $ 
Ocean , om and Technolo 
report availability notice, 1 


Division 
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Oceanography—Continued 
Oceanographer, ocean survey ship, wel- 
come aboard, general information, 12260 
Texas Maritime Academy dedication (re- 
marks), 12015 
USNS Hayes (T—AGOR 16), U.S. Navy 
oceanographic research ship, 12291 
OEO, see Economic Opportunity Office. 
OEP, see Emergency Prepar Office. 
Officers, see names of services to which offi- 
cers belong. 
Ohio River, floods in Hancock County, Ky., 
how to avoid damage, 11978 
Ohio River Basin, annual report, 11784 
Oil, see Oils and fats. 
Oil pollution of rivers, streams, etc., see Oil 


spills. 
Oil spills: 
control and confinement of oil pollution 
on water with monomolecular surface 
film, 11696 
impact of petroleum spills on chemical and 
fe. properties of air/sea interface, 


petroleum spillage, Haines-Fairbanks mili- 
tary pipeline, Alaska, preliminary in- 
vestigations, 11977 

Oil-starvation test program, evaluation of 
VASCO-X2 steel spiral bevel gears, final 
report, 11538 

Oils and fats, fats and oils, seasonal adjust- 
ment suppiement, current industrial re- 

ports, 11649 

Okeechobee, Lake, appraisal of chemical and 
biological conditions of Lake Okeecohobee, 


Fia., 

Oklahoma City, Okla., census of population 
and ~~. 1970, census tracts, 11636 
Olid age, survivors, disability, and health in- 

surance: 
social security disability ap. licant statis- 
ties, 1967 applicants, 12327 
work limitations of men newly entitled to 
retirement benefits, 12324 
Older people, see A: 
Olivier, Margaret 


he bibliography on Chagas’ 
disease, 1909-69, 11486 
On daytime ranges of buoys, 11693 


138th set, revised pages to Customs regula- 
tions, 11936 


$1065 billion as goal and forecast (remarks), 
11935 


Open market operations and monetary and 
credit aggregates, 12027 
Open cycle coal burning MHD power genera- 
tion, assessment and plan for action, 11691 
Operation Golden Bagle, Golden Eagle 
program extend, report, 11811 
Opportunity as veterinary medical officer 
in Federal service, 11687 
Orbits, lunar-solar effects on 60,000 nauti- 
cal mile SOLRAD-HI satellite, 12284 
Orders, see names of d rtments, etc., is- 
suing orders—also subjects. 
Ordnance : 
reliability decision and control, reli- 
ability guides for naval ordnance 
equipment, 12286 
reliability test and evaluation, reliability 
guides for Naval ordnance equipment 
and systems, 12287 
Oregon, census of agriculture, 1969, area 
reports, 11575 
Oregon Dunes National Recreation Area, 
establish, law, 11726 
Oregon Trail Division, Wyoming part of 
Oregon Trail Division, Pick-Sloan Mis- 
souri Basin Program, Wyo.-Neb., reap- 
praisal of water and related iand re- 
sources, 12314 
Orem, Utah, census of housing, 1970, me- 
tropolitan housing characteristics, 11602 
Organic matter, organic and trace-element 
content of holocene sediments in 2 estua- 
— Bast Pamlico Sound area, N.C., 
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Organisms, biochemical aspects of biological 
effect of ov anne pulsed electromag- 
netic field, USS steay, 12147 

Organizations, legislative activity by certain 
types of exempt organizations, 11864 

Orphans, whose father died of pneumoconio- 
Tis black lung benefits, report, 

Orr, Howard K., throughfall and stemflow 
relationships in second-growth ponderosa 
pine in Black Hills, 12056 

Oscillations, electrothermal oscillations and 

uasi-linear theory of electron enthalpy 
uctuations in magnetohydrodynamic gen- 
erators and magnetop) adynamic arc 
thrusters, 12214 

Oscillators, evaluation of system for remote 
oscillator synchronization, 11708 

OT/TRER series, 11708 

Otee County, Colo., soil survey report, 


Outdoor education, see Education. 

Outer space, Russian report to 15th COS- 
1 ae, USSR 1971 space research, 
see also headings pains oe 

Overseas business reports, 11701—706 

Oversight, methadone maintenance program, 
Buffalo, N.Y., 11857 

Oxygen masks, physiological evaluation of 
— jet transport passenger mask, 


P 


PA series, 11497-4909 
Paarlberg, Don, remarks, Feb. 17, 1972, 


11492 
PACAF basic bibliographies, 11515-8516 
Pacific area, PAC basic bibliographies, 
11515-16 


Pacific Coast : 
nautical chart catalog, 12256 
shipping ny! dispute— 

emergen on to end strike, message 
from the President, 11771 

provide procedure for settlement— 
law, 11717 
message from the President, 11769 

Pacific Islands Trust Territory, see Trust 
Territory of Pacific Islands. 

Pacific Maritime Association, west coast 
dock strike, Ft ae procedure for settle- 
ment, law, 11717 

Pacific Northwest, see Northwest (U.S.). 

Pacific Northwest Forest and Range Hxperi- 
ment Station, Central Sierra p 4 
aoe : guide to fabrication and opera- 

on, 

Pacific Northwest River Basins, annual re- 
port, 11784 

Pacifie Ocean : 
northeastern, RP-1-—0C-71 northeast 

Pacific hysical survey, 1225: 
western, ights and fog signals, list, 
chan 2283 

Pacific Oceanographic Laboratories, NOAA 
technical reports, ERL—POL series, 12259 

Packing industry, Wholesome meat act of 
1967, effects upon small business, eco- 
nomic problems arising from environmen- 
tal-consumer legislation, 11926 

Page, Louise, nutrition programs for elderly, 
guide to menu planning, buying, and care 
of food for community programs, 11485 

Paint, evaluation of various signal red mate- 
i for use on plastic buoys, final report, 

1 


Pajamas, reeent item identification guide, 


change, 11 
Pakistan, accessions, Library of Congress 
American Libraries Book Procurement 
Centers, Karachi and Dacea, 12173 
Paleozoic era, mg! of northern Franklin 
Mountains, and N. Mex., 12090 
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Pamlico Sound, N.C., organic and trace-ele- 
ment content of holocene sediments in 2 
estuarine bays, Pamlico Sound area, N.C., 


1209 

Pamphlets, see names of departments, etc., 
issuing pamphlets. 

Pan American World Airways, Inc., accident 
report, 12274 

Panama Canad, code of Federal regulations, 
12025 

Panama Canal Company, financial state- 
ments 1971 and 1970, GAO examination, 
11780 

Pants, see Trousers. 

Panty hose, see Hosiery. 

a my (office practice) : 

‘ederal paperwork burden for small busi- 
ness, hearings, 11927 

Par value of modification, act, 11732 

Parameters, physical parameters in electron- 
beam-irradiated semiconductor diodes, 
analysis, 12290 

Parenteral medication, see Injections. 

Partners in action in science and technology 
(remarks), 11707 

Passenger trains, see Railroads. 

Passengers : 
physiological evaluation of modified jet 

transport passenger oxygen mask, 11555 
special study, passenger survival in turbo- 

jet ditchings, critical case review, 12278 
statistical analysis of New York-Washing- 

ton, D.C. rail passenger service, 12021 

Pasteurella pestis, see Bacillus pestis. 

Pasteurization, centralized processing of 
fresh meat and poultry, including radia- 
tion pasteurization, bibliography, 11550 

Patents, economic resources of Tnstitutional- 

ized adults, 12321 

Pathologists, see Speech pathologists. 

Pavelis, George A., planning natural resource 
development, introductory guide, 11490 

Pavements, investigation of porous pave- 
ments for urban runoff control, 11998 

Paving, see Pavements. 

Pay allowances, etc., provide additional pay 
for permanent professors at U.S. Military 
Academy, U.S. Naval Academy, U.S. Air 
Force Academy, U.S. Coast Guard 
Academy, report, 11825 

Pearce, Carol K., electron spin resonance 
techniques for nitroaromatic cathode de- 
polarizer studies, 11529 

Pena, Amparo C. V. de, relief, 11791 

Pena, Lorenzo, relief, 11791 

Pena, Marisela, relief, 11791 

Pana, Yolanda, relief, 11791 

Pennsylvania, county business 
1971, 11646 

Peoria, Ill. : 
aircraft accident report, 12275 
census of housing, 1970, metropolitan 

housing characteristics, 11599 

Perception, difference between word intel- 
ligibility and sentence identification re- 
sponses to synthetic sentences, 12189 

Performance of aircraft tire under cyclic 
braking and of currently operational anti- 
skid braking system, 12217 

Performance tests (engineering, mechanical, 


patterns 


ete.) : 

oil-starvation test program, evaluation of 
VASCO-X2 steel spiral bevel gears, finai 
report, 11538 

Performance tests (human) : 

color-word interference test and its rela- 
tion to performance impairment under 
auditory distraction, 11558 


Periodicals, catalog of copyright entries, 
11931 

Periodicity, periodicity of blue-green algae 
and effect on efficiency of manure-disposal 
lagoons, 11501 


Perishables, see Agricultural products. 
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Permeability : 
effect of duration of moist curing on con- 
erete made with blended cements or 
pozzolans, laboratory investigations of 
6-in..aggregate concrete, 11987 
effect of mexamine, cystamine, cystaphos 
and aet on permeability of histo-he- 
matic barriers of adrenal and thyroid 
glands, USSR study, 12150 
Persian Gulf, lights and fog signals, list, 
changes, 12283 
Personal property, how to buy personal prop- 
erty from partment of Defense, 11952 
Personnel management, see Administrative 
management. 
Pesticides : 
apparatus for pressure injection of solu- 
tions into trees, 12064 
index to report of Secretary's Commission 
on Pesticides and Their Relation to En- 
vironmental Health, 12253 
pesticides manufacturing industry-current 
waste treatment and disposal practices, 
11999 
Pests: 
insect pests of southern pines, 12050 
laboratory studies on development, longev- 
ity, and fecundity of 6 lepidopterous 
pests of cotton in Arizona, 11505 
Peterson, Peter G., address, June 7, 1972. 
11700 
Peterson, Robert L., longitudinal magneto- 
resistance in polar semiconductors, 12233 
Petroleum : 
impact of petroleum spills on chemical 
and physical properties of air/sea in- 
terface, 12293 
petroleum spillage, Haines-Fairbanks mili- 
tary pipeline, Alaska, preliminary in- 
vestigations, 11977 
Pharmacists, examination 
11682 
Pharmacy, career opportunities in Federal 
service, 11682 
ace also Drugs. 
Pharmacology, see Drugs. 
Philadelphia, Pa. : 
census of housing, 1970, metropolitan 
housing characteristics, 11600 
census of population and housing, 1970, 
census tracts, 11637 
Philippines, special fund for education, 
agrarian reform, agreement, 12343 
Phillipsburg. Pa., aircraft incident report, 
erratum, 12272 
Phonographs, radio receivers, phonographs 
and tape recorders, workers of General 
Blectric Co.’s Audio Electronics Products 
Department, Tariff Commission report, 
12359 
Phonons, longitudinal magnetoresistance in 
polar semiconductors, 12233 
Photographs, analysis of Surveyor 3 mate- 
rial and photographs returned by Apollo 
12, 12211 
Photography, see Aerial photography. 
Physical education and training, physical 
fitness program, 12315 
Physical culture, see Physical education and 
training. 
Physical fitness, 
12315 


announcement, 


physical fitness program, 
Physical measurements, precision measure- 
ment and calibration, colorimetry, 12231 
Physical properties : 
geometry and physical properties of ex- 
haust clouds generated during static fir- 
ing of S-1C and S—11 rocket engines, 
12208 
physical properties of rocks at high tem- 
peratures, 12222 
Physical training, see Physical education and 
training. 
Physics, plasma physics and controlled ther- 
monuclear reactors, 11543 
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Physiological evaluation of modified jet 
transport passenger oxygen mask, 11555 
Physiological reactions : 
effects of backscatter of brief high inten- 
sity light on physiological responses of 
instrument-rated pilots and non-pilots, 
11553 
mode of action of some physiologically ac- 
tive compounds, USSR study, 12151 
visual evoked cortical response as measure 
of stress in naval environments, meth- 
1 al and analysis, rapid flash rates, 
12 


2188 
Physiology, physiological evaluation of modi- 
ed - transport passenger oxygen mask, 


11555 

Pick-Sloan Missouri Basin program 

appropriations, authorization, * sepert, 
11893 

mechanical equipment, Pick-Sloan Missouri 
Basin program, field review of mainte- 
nance, 12311 

see also Oregon Trail Division. 
Picture story series, 11500 
Pierre Shale, see Shale. 
Pillowcases, sheets, pillowcases, and towels 
current industrial reports, 11655 
Pilot guides, see Coast pilots. 
Pilot tracking performance during succes- 
sive in-flight simulated instrument ap- 
proaches, 11554 
Pilots and pilotage, see Aviators. 
Pine: 
basal canker of white am case study, use 
of large-scale aeria color photegreney 
for assessing forest tree diseases, 12061 

insect pests of southern pines, 12050 

sawing to reduce warp in ientation red 
pine studs, 12059 

throughfall and stemflow relationships in 
second-growth ponderosa pine in Black 
Hills, 12056 

use of large scale aerial color photography 
for assessing forest tree diseases, basal 
canker of white pine, case study, 12061 

veneer recovery from Black Hills pon- 
derosa pine, 12066 
Pink bollworms, see Bollworms. 
Pinton, Giuseppe P., relief, 11882 
Pinus ponderosa, see Pine. 
Pipe lines: 
petroleum spillage, Haines-Fairbanks mili- 
tary pipeline, Alaska, preliminary in- 
vestigations, 11977 

sales by producers of natural gas to inter- 
state pipeline companies, 1201 

Piracy, see Air Piracy. 

Pittsburgh, Pa., census of population and 
housing, 1970, census tracts, 11638 

Pittsfield, Mass, census of housing, 1970, 
metropolitan housing characteristics, 

1 


Planning: 
integrated system of planning, USSR 
study, 12127 
natural resource Goreme, introduc- 
tory — 114 
summaries of iiemess of inter-branch 
eeveunting balances of economic regions, 
USSR study, 12131 
Plantations, sawing to reduce warp in plan- 
tation red pine studs, 12059 
Plants: 
putes poe for calculating inbreed- 
ing coefficients in dioecious populations, 


li ie ie t ed pl 1970 
st of intercepted plant pests, report, 
11522 


quarantine import requirements, Italy, 
11523 
Plasma : 
electrothermal oscillations and quasi-linear 
theory of electron enthalpy fluctuations 
in magnetohydrodynamie generators and 
age ernemanyaamte are thrusters, 
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Plasma—Continued 
plasma physics and controlled thermonu- 
clear reactors, 11543 
Plastics, corrosion of electronic components 
by fumes from plastics, 11528 
Platt, John D. R., Independence National 
Historical Park, home and office of Wil- 
liam Duane, publisher of the Aurora, 
Philadelphia, Pa., historic structure report, 
historical data section, 12265 
Plowing, see Tillage. 
Plowshare program (civil, industrial 
scientific uses for nuclear explosives) : 
Project Sulky weather —_— and 
radiation estimates, 11547 
Pneumoconiosis, orphans whose fathers 
died of the disease, extend black lung bene- 
fits, report, 11805 
Polar semiconductors, see Semiconductors. 
Polarization (electricity) : 
electron spin resonance techniques for ni- 
troaromatic cathode depolarizer studies, 


and 


11529 
Police, salary increases for District of Colum- 
bia police and firemen, report, 11821 
ro Planning Office, published reports, list, 


1 
Pollution : 
electrical power industry and environ- 
mental pollution (remarks), 11995 
environmental AY ty sensor workshop, 
proceedings 2 
see also Air e  oilution—Water pollution. 
eS em tetra-core stress analysis model, 


Polysaccarides, somatic polysaccaride-con- 
taining antigens of pasteurella pestis, 
USSR study, 12138 
Polyvinyl acetate, see Vinyl acetate. 
Ponderosa pine, see Pine. 
Poole, Nada, pases for food service for 
day camps and recreation programs, 12039 
Poor, redistributive effects of transfer pay- 
ments among age and economic status 
groups, 123: 
Poplar, results of 20-year test of hybrid 
poplars in West Virginia, 12065 
Population : 
census, 1970— 
census tracts, 11621-642 
ae reports, 11620 

current population reports, population es- 
_ and projections, series, 11661— 


estimates of population of United States, 
current population reports 
Mar. 1, 1972, 


United States, estimates to 

11661 

Portland, Oreg., census of poouietics and 
housing, 1970, census tracts, 11639 

Ports, Ports and waterways safety act, re- 


of in- 


port 11820 
Possibilities for computer modeli 
study, 


fluenza epidemics in USSR, USS 
12141 


Post Office and Civil Service Committee, 
House, hearings, 11861 
Post Office and Civil Service Committee, 
Senate: 
hearings, 11925 
report, 11902 
Postage stamps: 
commemorative— 
American Revolution 
stamps (poster), 12371 
15-cent Mt. McKinley stamp (poster), 
12372 


Bicentennial 


Postal contracts, see Postal service. 

Postal service, renewal of certain star route 
contracts, law, 11749 

Posters, United States Postal Service, com- 
memorative stamps, 12371-8372 

Potatoes : 
permanently exempt potatoes for process- 

ing from marketing orders, law, 11715 
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Potatoes—Continued 
prohibit potato futures trading, report, 


Potential role of sterilization for suppress- 
ing rat populations, theoretical appraisal, 
5 


11506 

Potomac River, reservoirs, authorize District 
of Columbia commissioner to contract for 
payment, law, 11729 

Poultry, centralized processing of fresh meat 


and poultry, including radiation pasteuri- 
zation, bibliography, 11550 

Power : 
oa, public + ye appropriations, 


197 Lan a 11 

open cycle coal burning MHD power gen- 
eration, assessment and plan for ac- 
tion, 11691 

power O. and M. repost field review of 
maintenance, 12306-3 > 

power O. and M. report, field review of 
operation and maintenance, 12313 

see also Dlectricity. 
Power generators, open cycle coal burning 
MHD power generation, assessment and 
plan for action, 11691 
Power resources, economic growth and ef- 
ficient use of energy resources (remarks), 
11934 
Powerplants, see Electric power plants. 
Pozzolan cement, see Cement. 
Practical guidance for estimating and con- 
trolling erosion at culvert outlets, 11983 
Practical nurse, see Nurses and nursing. 
Pratt, P. F., nitrate in unsaturated zone 
under agricultural lands, 12001 
Precipitation gages, Central Sierra profiling 
snow gage, guide to fabrication and op- 
eration, 11549 
Precision measurements, see Physical meas- 
urements. 
Preliminary analysis of aircraft accident 
data .S. civil aviation, 1971, 12280 
Preliminary findings from survey of new 
beneficiaries, reports, 12324 
Preliminary investigations of petroleum spill- 
age, Haines-Fairbanks military pipeline, 
Alaska, 11977 
PRHBP reports, 11968 
Preprimary enrollment, 11969 
Pre-school children, see Children. 
Prescription drug data summary, 12325 
Prescriptions, prescriptions drug data sum- 
mary, 12325 
President of United States: 
economic report, hearings, 11758 
if elected, unsuccessful candidates for 
Presidency, 1796-1968, biographies, por- 
traits, etc., 12269 

life, pass it on, President’s environmental 
merit awards program, 11993 

state of the Union message from the Presi- 
dent of United States, 11766 
Press, reference aid, glossary of Malaysian 
and English abbreviations appearing in 
press of Malaysia and Singapore, Asian 
study, 12146 
Press brakes, see Braking. 
Pressure suits, see Life support ssytem. 
Price control, see Prices. 
Price lists, see Government publications. 
Prices : 
agribusiness, farm income and price con- 
trols (remarks), 11488 

Commodity Credit Corporation charts pro 
viding graphic summary through June 
30, 1971, 11709 

90-day freeze on all wages, salaries, rents 
and prices, authorize, report, 11887 

see also names of commodities. 

Primary grades, see Elementary education. 

Primary wood-product industries of Ken 
tucky, 12068 

Printing, auxiliary programming for FORT- 

N typographic system, 12285 
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Printing Joint Committee, committee print, 
11865 


Prisoners, see Prisoners of war—Prisons and 
prisoners. 

Prisoners of war, civilian, income tax exclu- 
sion, law, 11742 

Prisons and prisoners: 
national prisoner statistics series, 12301 
prisoners in State and Federal institutions 

for adult felons, 1968-70 report, 12301 
statistical report, 1969-70 fiscal years, 

Prisoners Bureau, statistical report, 1969 
70 fiscal years, 12300 

Private education, bridging public-nonpub- 
lie school gap, 11960 

Private enterprise, see Business. 

Private laws, see Law. 

Probabilities (mathematics) : 

— an unknown process by using 
randomly chosen inputs, 12295 
Problem solving, effects of alcohol on pro>- 
lem solving task, 11556. 
Problems in making concentrated employ- 
ment program work in rural Mississippi, 
Labor Department GAO report, 12082 
Problems in providing guidance to States in 
establishing rates of payment for nursing 
home care under Medicaid program, GAO 
report, 12063 
Probstein, R. G., turbulent flow theory of 
electrodialysis, 12108 
Procedures, see Administrative management. 
Proceedings, reconvened international confer- 
ence on fire safety in high-rise buildings, 
12302 
Processed fishery products, annual summary 
1970, 12254 
Processing of food, see Food processing. 
Production : 
automated control systems in Ukranian 
economy, USSR study, 12135 

production of flyash-based structure mate- 
rials, 11690 

research reports, 11501 

slowing inflation and improving producti- 
vity, worker’s view of controls (ad- 
dress), 12154 

Productivity, see Production. 

Products, see Commercial products. 

Professional careers in audiology, speech 

pathology, examination announcement, 


Professional education, teaching and research 
staff by academic field in institutions of 
higher education, 11972 

Professional papers, Geological 
12094—95 

Professions, publications, price list, 12303 

Professors, see Teachers. 

Program aid series, 11497--499 

Program assistance and services to States 
and local governments, 12159 

Programming (computers), 
programs/ programming. 

Programs of Maternal and Child Health Serv- 
ice, 12180 

Prohibit potato futures trading, 11831 

Project Apollo (man-in-space project) : 
analysis of Surveyor 3 material =e 

graphs returned by Apollo 12, 12211 

Apollo experience —— 

development of guidance targeting tech- 
niques for command module and 
launch vehicle, 12219 

docking system, 12220 

real-time auxiliary computing 
development, 12221 

Project Early Push, Buffalo, N.Y., 11966 

Project Sulky (plowshare program) : 
Project Sulky weather predictions and 

surface radiation estimates, 11547 


Project Surveyor (unmanned lunar explora- 
tion) : 


Survey, 


see Computer 


facility 


analysis of Surveyor 3 material and photo- 
graphs returned by Apollo 12, 12211 
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Projectiles, Federal item identification guide, 
change, 11950 

Promotions, wheat and wheat foods research, 
— and promotion act, hearing, 


Property, see Personal property—Real estate. 
Proposed amendments to District of Colum- 
bia budget, fiscal year, 1973, 11781 
Proposed amendments to Uniform relocation 
assistance and real property acquisitions 
policies act of 1970, 11862 
Proposed supplemental opqrepriations for 
ealth, Education, and Welfare Depart- 
ment for fiscal year 1972, 11872 
Proposed supplemental appropriation for 
ae Department for fiscal year 1972, 
18 


Proposed supplemental appropriation for 
Senate for fiscal year 1972, 11873 

Protection of migratory birds, agreement be- 
tween U.S. and Mexico, 4 

Protection of the elderly, see Aged. 

Protective and social support, 12382 

Prototype G.E. 250-watt tungsten-halogen 
lamps, 11699 

Providing for division and for disposition of 
funds appropriated to pay judgment in 
favor of Assiniboine Tribes of Fort Peck 
and * ah Belknap Reservations, Mont., 
1181 


Providing for disposition of funds appro- 
priated to pay judgment in favor of As- 
siniboine tribes, 11896 

Providing for disposition of funds appro- 

riat to pay judgment in favor of 
avasupai Tribe of Indians, etc., 11809 

Providing for disposition of funds appro- 
priated to pay judgment in favor of 
Yavapai Apache Tribe, etc., 11808 

Providing procedure for settlement of dispute 
on Pacific Coast and Hawaii among cer- 
tain shippers and associated employers and 
certain employees, message from the Presi- 
dent, 11769 

Provisions for evaluating quality of trousers, 
military standard, 11 

Provo, tah, census of housing, 1970, 
metropolitan housing characteristics, 
11602 

Provo River project, electrical equipment, 
region 4, Colorado River storage _—. 
Provo River project, field reveiw of opera- 
tion and maintenance, 12313 

Psychiatry, careers in Ps, 12244 

Psychological effects of prolonged exposure 
to sonar signals at elevated intensity, five 
days exposure to signals at 85 dB, 12192 

ae examination announcement, 


Psychology, psychological effects of pro- 
longed exposure to sonar signals at ele- 
vated intensity, 5 days exposure to signals 
at 85 dB, 12192 

Public assistance, see Public welfare. 

Public buildings, administration of criteria 
for leasing of buildings to be constructed, 
General Services Administration, GAO re- 
port, 12070 

Public debt : 
limitation, increase, law, 11718 
Treasury Department circular, 12368 

Public Documents Department, price lists, 
1 3 

Public employment, see Employment. 

Public employment program, bringing to- 
gether jobless workers and public work to 
be done, 12160 

Public funds, redistributive effects of trans- 
fer payments among age and economic 
status groups, 12323 

Public health, see Health. 

Public Health Service: 
act, amend— 

hearings, 11859, 11924 
report, 11897 
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Public information, Information and educa- 
tional exchange act, amend, report, 11901 

Public Printer, to designate library of —— 
appellate court in each State as depository 
library, authorize, report, 11835 

Public schools, see Schools. 

Public use samples of basic records from 
1970 census description and technneal 
documentation, 11664 

Public utilities : 
me company act, amend, hearing, 
participation in housing for persons of low 

and moderate income, hearing, 11918 

Public welfare: 

fair hearings in public assistance, statis- 
tical information, 12337 

guidelines for preparation of State emer- 
gency welfare services plans, natural 
disasters, civil disorders, enemy-caused 
disasters, 11713 

redistributive effects of transfer payments 
among age and economic status groups, 


Public works, appropriations, 1973, water, 

— control, and power development, 
earings, 11912 

she orks Committee, House hearing, 

Publications, CIP, cotaboaing in publication 
progress report, 12175—-17 
see also Government publications—Mili- 

tary publications—also names of de- 
partments, etc., issuing publications— 
also subjects. 

Published ordinances, firearms, State laws 
and local ordinances relevant to title 18, 
U.S.C. chap. 44, 12109 

Published reports by Office of High Speed 
Ground Transportation, 12019 

Published reports by Rail Technology Divi- 
sion, 1202 

Puerto Rico, coast pilot, Atlantic Ocean, Gulf 
of Mexico, Puerto Rico, and Virgin Is- 
lands, supplement, 12258 

Pulsars, bibliography, 11548 

Purchasing, how to 5a ersonal property 
from Department of ense, 11952 


Putting research into educational practice, 
11968 
Q 


Quality conservation means quality living in 
North Carolina, 12330 
Quarantine, see subject. 
Quarles, John R., jr., remarks, May 16, 1972, 
11995 
R 


Rabbits, sequential ultrastructural study of 
effects of intravenous lipid emulsion, 11540 
Radar, collision avoidance system analysis, 


Radar interference, collision avoidance sys- 
tem analysis, 12352 
Radiation : 
centralized processing of fresh meat and 
poultry, including radiation pasteuriza- 
tion, bibliography, 11550 
Project Sulky weather predictions and 
surface radiation estimates, 11547 
Radicals. see Free radicals. 
Radio broadcasting, — in broad- 
casting (address), 1 
Radio Burope : 
appropriations, authorize, reper, 11901 
assistance, authorize, law, 11730 
Radio Free Europe and Radio Liberty, 11901 
Radio Liberty: 
appropriations, authorize, report, 11901 
assistance, authorize, law, 11730 
Radio receivers, see Receivers (radio). 
Radio signals, use of compound signal on 
VHF tropospheric scattering lines, USSR 
study, 12132 
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Inpex 


Radio stations, EMP protection for AM 
radio broadcast stations, 11671 
Radiobiol , USSR periodical, translations, 


1154 

Radiobiology, 11544—545 

Radwan, A., occurrence and genotypic 
differences of chlorogenic acid in Dougilas- 
fir foliage, 12053 

Rail Technology Division, published reports, 
list, 12020 

Railroad accidents 
reports, 12804-305 

Railroads : 

Rail passenger service act— 
amend, report, 11803 
review and refundin 2 rt, 11808 
statistical analysis of ork-Washing- 
ton, D.C. rail passenent service, 12021 

Raleigh, N.C., aircraft accident report, 12273 

Random} processes, see Probabilities (mathe- 
ma 

Range finding, on daytime ranges of buoys, 
11 

Rapid transit, see Local transit. 

Rasmussen, Paul G., pilot tracking 
ance during successive in- flight 
instrument approaches, 11 

Rate of value increase for black cherry, red 
maple, and white ash, 12062 

Rates, see Air carriers. 

Rations, identification and quantitation of 
micro-biological flora of food packet, long 
range ry under simulated field condi- 
tions, 

Rats, potential role of sterilization for sup- 
pressing rat J populations, theoretical ap- 


rea Cor Corporation, television picture tubes, 
certain workers of RCA Corp., New York, 
N.Y., Tariff Commission report, 60 
Reactors (atomic) : 
plasma physics and controlled thermo- 
nuclear reactions, 43 
Reactor fuels, nuclear fuels, 
AEC authorizing legislation, 19 
Reading : 
model programs, ge a ti education, 
Project Conquest, st St. Louis, Til., 
11 


non-fiction men read, PACAF basic bibliog- 
raphy, 11515 
Real estate : 
four facets of asset diversification (ad- 
dress), 12013 
property disposition handbook, 1—4 family 
properties, 12101 
Uniform relocation assistance and real 
property acquisitions policies act, pro- 
sed amendments, hearings, 11862 
Real property, see Real estate. 
Rearing and training deer for food habits 
studies, 12054 
Yeceivers (radio) : 
radio receivers, ‘phonogra hs and ta 
corders, workers of General BE petric 
Co.’s Audio Blectronics Products De- 
partment, Tariff Commission report, 
12359 
use of compound signal on VHF tropos- 
pheric scattering lines, USSR study, 


investigation summary 


rform- 
ulated 


lations, 
8, 11756 


Recent advances in studies of alcoholism, 
interdisciplinary symposium, 12250 

Recombination reactions, ionization and re- 
combination fronts in electromagnetic 
field, USSR study, 12129 

Recommended for action 
grams, and services, 12380 

Recommended for action, health care strate- 
gies, 12381 

Record books, see Records. 


facilities, pro- 


Records : 
Federal District and Circuit Court records, 
pre-1840, list, 12226 
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Records—Continued 
public use samples of basic records 
1970 census, description and Re 
documentation, 11 
standard guides for preparation of pro- 
posed item logistics data records, 12033 
traffic records survey of <4 government 
agencies, final 
see also Paperwork office ‘nae. 
Recreation, suggestions for food service for 
day camps and recreation programs, 12039 
Recreational areas and demonstration proj- 
ects, see names of recreational areas. 
Recruiting and enlistment: 
characteristics of 18 year old enlistees 
who enter Air Force before becoming 
draft eligible, 11514 
impact of all-volunteer force on AFROTC 
officer procurement, 11512 
officer attitudes related to career deci- 
sions, 11511 
Red maple, see Maple. 
Red oak, see Oak. 
Red ine, see 
“ 


e Pine. 
ea, lights and fog signals, list, changes, 
2283 


Redevelopment (city planning, etc.) : 
historic preservation in urban renewal 
areas, 

Uniform relocation assistance and land 
acquisition policies act of 1970, amend, 
report, 1 

Redistributive effects of transfer payments 
among age and economics status groups, 


1232: 
Reduction of Federal Expenditures Joint 
Committee, committee prints, 11866—868 
Reed, Joh Hi. : 
addresses, 
May 21, $972, 12277 
May 24 1972, 12281 
Reference aid, glossary of Malaysian and 
lish abbreviations appearing in press 
of oo and Singapore, Asian study, 


nulbeoiee books 
children’s iterature, 
sources, supp. 7 
reference "aid, a oe of Malaysian and 
Pnglish abbreviations appearing in 
press in Malaysia and Singapore, Asi 
study, 12146 
Refugees, ‘United Nations Relief and Works 
Agency for Palestine refugees in Near 
Bast (UNRWA), hearing, 11856 
eae limits for sec. 235-236 hous- 
— ations, see nom of departments, etc., 
iss regulations—also subjects. 
Rehabilitation of disabled: White House Con- 
saosin on Aging recommended for action, 
— and =e rehabilitation of 


ard EW 123 

Reicher We _ el loads for inserts 
embedded in concrete, 12226 

Reichert, Donald W., rearing on training 
deer for food habits —— 4 

Reis, Margarida A. C. dos, rel tet 11796 

aes or to oo Territory of Pacific Is- 
an 

Reliability” , re 
ae ty Fg and control, reliability 

ides for naval ordnance “equipment, 


ide to reference 


fase 
reliability test and evaluation, reliability 
guides for Naval ordnance equipment 
and systems, 1 
Reliability” decision and control, reliability 
12286 


Reliability test and evaluation reliability 
guides, 12287 
Relief work, guidelines for preparation of 
State emergency welfare services plans, 
natural disasters, civil disasters, enemy- 
caused disasters, 1171 
see also Disasters. 
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Relocation, see Eminent domain. 
Relocation (housing), see Redevelopment 
(city planning, etc.). 
Remote sensing, remote sensing of Chesa- 
peake Bay, conference pro ings, 12212 
Remote sensing of Chesapeake Bay, con- 
ference held at Wallops Stations, Va., Apr. 
5—7, 1971, etc., 12212 
Rendezvous (space) 
manned ~yo flight U.S.-Soviet rendez- 
vous and docking, hearing, 1 1863 
Renegotiation Board, PB 1973, 
hearings, 11919 
Rent, 90-day freeze on all wages, salaries, 
rents and prices authorize, report, 11887 
rt of National Commission on Venereal 
Secretary for Health 
tifie Affairs, artment of 
Health, Education, and Welfare, 11666 
Report on examination of financial state- 
ments of Panama Canal Company and 
Canal Zone Government, fiscal years 1971 
and 1970, 11780 
Reports, reports to be made to Congress, 
list, 11767 
see also names of departments, etc., 
ing reports—also subjects. 
Reports and maps of Geolo cal Survey re- 
leased only in open files, 1 
Reports to be made to Congress, 11767 
Research, funds for research at State 
cultural experiment stations and 
State institutions, 11930 
see also tary research—Scientific re- 
search—also names of departments, etc., 
doing research—also subjects. 
Research and Development Office, Coast 
Guard, project reports, 11693-6990 
Research and development reports 
Atomic Energy Commission 11542-551 
Coal Research Office, 11689-691 
Research and development technical reports, 
Army ame Command, Fort Mon- 
mouth, N.J., 115% 
Research and statistics note, Social security, 
12326 


Research and Statistics Office, staff paper, 
12323 


Research in aging, 1972, hearings, 11924 

Research laboratories, see names of labora- 
tories or places where located. 

Research, mutual interests, problems, 
progress iadérese), 1148 

Research notes, Forest Service, 12061-—58 

Research papers, Forest Service, 12059-67 

Research report, Cold Regions Research and 
Pngineering Laboratory, 11976 

Research review, BD ic Develop t Ad- 
ministration, 11957 

Research scientists, teaching and research 
staff by academic field in institutions of 
higher education, 11972 

Reserve components of Armed Forces, = 
sonnel strengths for 1978, authorization, 
hearin 11913 

Reserve cers Training Corps, Air Force, 
impact of all-volunteer force on AFROTC 
officer procurement, 11512 

Resistors, see Electric resistors. 

Resolutions, see Law. 

Resonance, see Dlectron spin resonance. 

Resources, see Natural resources. 

Responses (physiological), see Physiclogi- 
cal reactions. 

Results of 20-year test of hybrid popiers in 
West Virginia, 12065 

Retirement insurance, see Old age, survivors, 
disability and health insurance. 

Revenue, Manpower revenue orn act, 
message from the President, Te 

Reversion o Japan of —. ae Daito 
Islands, 8 

Review i refunding of Rail passenger serv- 
ice act, 11808 . ~~ 


issu- 


er 


and 
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Revolution, 1775-83: 
— pene Bicentennial stamps 
er 


371 
District of Columbia American Revolu- 
tion Bicentennial observance, plan for 
Federal partnership in celebra on, mes- 
sage from the President, 11772 
Rewards (prizes, etc.) ; 
life, pass it on, President's eam 
merit awards rogram, 
Rickard, Warren 
Haines-Fairbanks 


~~ : alse 


military 
Alaska, preliminary investi J tens ‘tion 
Ring spot 5 ~—y and ring failure in 
bacterially nfected red oak lumber after 
kiln drying, 12060 
River Basin ‘Vceomisston, broaden authority, 


report, 11903 
River basins of United States, 


12096 
Rivers, Gary L., relief, 11802 
Rivers > 
mercury ution control in stream and 
lake iments, 1 
sand and gravel overlays for control of 
mercury in sediments, 1 
water, Connecticut resource, 
watershed activities, 
see also names of rivers or places where 
located. 
Roads and h 
= . Panda alited highway programs, 
es, 
national highway need, 1972, report, 
tables showing rtionment of funds 
recommended by rtation Dept. 
to accompany report, “it 77 
— records survey of local government 
ncies, final report, 12241 
Uni orm relocation assistance and real 
property acquisitions policies act, pro- 
amendments, hearings, 11862 
oe Gs Et address, June 27, 1972, 


annual compilation and 
‘ Diydrolosie data for urban 
ae Tex. metropolitan area, 


survey, 12167 
kets, geometry and and pape al properties of 
exhaust clouds generated during static fir- 
ing of S-1C and S-11 rocket engines, 


12208 
Rockford, Ill., census of housing, 1970, met- 
a" housing characteristics, 11603 


geology of northern Franklin Mountains, 
Tex. and N. Mex., 12090 
a properties of rocks at high tem- 
peratures, 
Rocky Mountains, seasonal variation in wood 
rmeability and stem moisture content of 
B Rocky Mountain softwoods, 12058 
Rodents, see Rats. 
Rogue River project, peochontons and electri- 


cal equipment, ape 1 , field review of 
satetenanen 1231 


ng Co., pote hose, cer- 
Ge Kayser: Roth Corp., New 
riff Commission report, 


nae of in size and shape in strengthenin 
of dispersion hardened nickel alloys, 12204 
Roles for old and young, 12383 
Rosenberg, Shirley S., alcohol and health 
first speciai report to U.S. Congress, 1224 246 
Rosenstein, Irwin, sources of funding for out- 
r education, 11970 


Hudson, 


report of 


= in 
Role’! Teland. eT. 
Roc 


Rossides, Bugene T., statement, May 31, 1972, 
12370 


Rossie, John P., cost comparison of dry-type 
and conventional cooling systems for rep- 


resenta nuclear plants, 


11551 


genera 
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ROTC, see Reserve Officers Training Corps, 
Air Force. 

Rotor planes, comparison of optimal and 
noise-abatement trajectories of tilt-rotor 
aircraft, 12206 

Rotors : 
investigation of boundary layers and ti 

flows of helicopter rotor blades, 1153 
investigation of vortex noise produced by 
helicopter rotor, 11536 

RP-1-—OC-71 Northeast Pacific geophysical 
survey, 12259 

Rubella, see Measles. 

Rubin, Leonard, work limitations of men 
newly entitled to retirement benefits, 12324 

Ruffolo, Emilia, relief, 11797 

Rules, see names of courts, commissions, etc., 
issuing rules. 

Rules Committee, House, report, 11806 

Runoff, control, investigation of porous pave- 
ments, 11998 

Runways (aeronautics) : 
evaluation of ancillary items for XM18 and 

XM19 landing mats, 11985 

Russell, Harold, remarks, June 14, 1972, 
12299 

Russia, see 


of Soviet Socialist 
Republics. 


Russian report to 15th COAPAR session, 
USSR 1971 space research, 12133 

Russotti, J. 8., design considerations for mi- 
crophone-equippe — for Navy 
diver communication, 121 

Ryukyu Islands, reversion to Japan of Ryu- 
kyu and Daito Islands, agreement, 12348 


Safe atmosphere entry of isotope heat source 
with single stable trim attitude at hyper- 
sonic speeds, 12218 
Safety in the air, see Safety of life. 
Safety of life: 
aircraft safety and accident investigations 
(address), 276 

evaluation of fiberglass instrument glare 
shield for protection against head in- 
jury, 11552 

Federal motor vehicle safety standards and 
regulations with amendments and in- 
terpretations, supplement, 12239 

human factors evaluation of submarine 
escape effects of 3 types of charging 
connectors on disconnect time, 12191 

international conference on firesafety in 
high-rise buildings, proceedings, 12302 

mandatory health and safety standards, 
surface coal mines and work areas of 
underground coal mines, supplementary 
pages, 12195 

mine safety, Federal coal mine health and 
safety act, amend, report, 11805 

National traffic and motor vehicle safety 
act, amend, report, 11832 

Ports and waterways safety act, report, 
11820 

safe atmosphere entry of isotope heat 
source with single stable trim attitude 
at hypersonic speeds, 12218 

Salaries: 

90-day freeze on all wages, salaries, rents 
and prices, authorize, report, 11887 

salary increases for District of Columbia 
— and firemen, report, 11821 

U.S. magistrates, remove statutory ceiling 
from salaries, report, 11804 

Sales, see names of commodities, etc. 

Salesman and salesmanship, selling in Aus- 
tria, 11706 

Salinas, Calif., census of housing, 1970, 
eo housing characteristics, 


Union 


Saline water, see Sea water—Water. 


Salish Indians, judgment funds, disposition 
and distribution, law, 11720 
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Salt, mathematical model of cultivation proc- 
ess of t | pe: bacteria on sugar-salt me- 
dium, USSR study, 12148 

Saltmarsh caterpillars, see Caterpillars. 

Samoa, see American Samoa. 

Samples, mailing of drug samples to Gov- 
— Officials for analysis, hearings, 


San Angelo, Tex., census of housing, 1970, 
metropolitan housing characteristics, 
11605 
San Antonio, Tex..: 
annual compilation and analysis of hydro- 
logic data for urban studies in San 
Antonio, Tex. metropolitan area, 12088 

census of housing, 1970, metropolitan 
housing characteristics, 11606 

San Francisco, Calif. : 
census of housing, 1970, metropolitan 

housing characteristics, 11607 

census of population and housing, 1970, 
census tracts, 11640 

San Jose, Calif., census of housing, 1970, 
metropolitan housing characteristics, 
11608 

Sand, sand and gravel overlay for control 
of mercury in sediments, 12 

Sanitation, dimensions of insanitary condi- 
tions in food manufacturing industry, 
Food and Drug Administration, Depart- 
ment of Health, Education, and Welfare, 
GAO report, 12076 

Santa Ana, Calif. : 
census of housing, 1970, metropolitan 

housing characteristics, 11579 

census of population and housing, 1970, 
census tracts, 11621 

Santa Ana River, ground-water outflow from 
Chino Basin, upper Santa Ana Valley, 
Southern California, 12097 

Satellites : 

Communications satellite act of 1962, an- 
nual report for 1971 on activities and 
accomplishments, 11779 

evaluation of system for remote oscillator 
synchronization, 11708 

lunar-solar effects on 60,000 nautical mile 
SOLRAD~HI satellite, 12284 

NBS frequency and time satellite expert- 
ment, 12229 

Saucier, K. L., effect of method of prepara- 
tion of ends of concrete cylinders for test- 
ing, 11982 

Sauer, Mary L., personnel management, 

PACAF basic bibliography, 11516 

Savings accounts, see Banks and banking. 

Savings and loan associations, savings and 
home financing, 1970, source book, 12014 
see also Federal savings and loan asso- 

ciations. 

Sawing machines, see Saws. 

Sawing to reduce warp in plantation red 
pine studs, 12059 

Saws, sawing to reduce warp in plantation 
red pine studs, 12059 

Saxton, Ky., Louisville and Nashville Rail- 
road Co., accident investigation, summary 
report, 12305 

SBA, see Small Business Administration. 

Scattering, use of compound signal on VHF 
sromanpherte scattering lines, USSR study, 
12132 


Scavenging, waste wool as scavenger for 
mercury pollution in water, 12 

Schmid, J. M., emergence, attack densities, 
and seasonal trends of mountain pine 
beetles (Dendroctonus ponderosa) in Black 
Hills, 12057 

Schmitz, F. H., comparison of 
noise-abatement trajectories o 
aircraft, 1 

School buses, Monarch Pass, Colo. school- 
bus crash, 1 0 


timal and 
tilt-rotor 


School lunches, National school lunch act, 
amend, report, 11813 
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Schools : 
bridging public-nonpublic school gap, 
1196 


Israel, a model of educational achievement 
(address), 11963 

model program, 
more effective schools program, 
York, N.Y., 11964 

schools offering nurse traineeships for full- 
time academic study, 12098 

year-round schools, hearing, 11852 

see also Elementary education—School 


lunches. 
SCID-TR (series), 12197 
Science: 
role of Federal Government in shaping 
American science and technology, mes- 
sage from the President, 11763 
technical assistant, examination announce- 
ment, amendment, 11675 
see also names of sciences—also subject. 
Science and Astronautics Committee, House, 
hearings, 11863 
Science and Technology Office, 
tions, 1973, hearings, 11910 
Scientific research, 17th annual 
chemistry program review, 11509 
Scientists, see Research scientists. 
Sclerosis, see Multiple sclerosis. 
Scoggins, James R., investigation of rela 
tionship between meso- and synoptic-scale 
phenomena, 1 5 
Scott, D. H., growing strawberries in South- 
eastern and Gulf Coast States, 11493 
Screening/flotation treatment of combined 
sewer overflows, 11997 
Screens, screening/flotation treatment of 
combined sewer overflows, 11997 
Sea water: 
saline water conversion program, 
tinue— 
law, 11736 
report, 11894 
Seasonal variation in wood permeability and 
stem moisture content of 3 Rocky Moun- 
tain softwoods, 12058 
Seattle, Wash. : 
area wage survey, 12162 
census of housing, 1970, metropolitan 
housing characteristics, 11609 
SEC, see Securities and Exchange Commis- 
sion. 
Second supplemental bill, 
1972, 11895 
Second thoughts on parallel processing, 
12289 
Secondary schools, see High schools. 
Securities : 
clearance and settlement of securities 
transactions through national securities 
transfer system, hearings, 11916 
traded on exchanges, annual listing, 12316 
Securities and Exchange Commission : 
appropriations, 1973, hearings, 11910 
utility participation in housing for per 
sons of low and moderate income, hear- 
ing, 11918 
Sedimentation and deposition : 
mercury llution control in stream and 
lake sediments, 12602 
organic and trace-element content of holo- 
cene sediments in 2 estuarine bays, Pam- 
lico Sound area, N.C., 12091 
sand and gravel overlay for control of 
mercury in sediments, 12004 
Seeds : 
collecting forest seed cones in Pacific 
Northwest, 12044 
State noxious-weed seed requirements 
recognized in administration of Federal 
seed act, 11484. 
Selected court decisions relating to equal 
educational opportunity, 11919 
Selective service, see Conscription. 


compensatory education, 
New 


appropria- 
AFOSR 


con- 


appropriation 
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Selective Service System : 
appropriations, 1973, hearings, 11910 
characteristics of 18 year old enlistees 
who enter Air Force before becoming 
draft eligible, 11514 
Selling, see Salesman and salesmanship. 
Semiconductor junctious, phyisical paramet- 
ers in electron-beam-irradiated semicon- 
ductor diodes, analysis, 12290 
Semiconductors: 
longitudinal magneto resistance in polar 
semiconductors, 12233 
tabulation of published data on electron 
devices of U.S.S.R., 12234 
Senate: 
appropriations, 1972, supplemental, propo- 
sal, 1187 
documents, 11869-874 
reports— 
private bills, 11875—886 
publics bills, 11887—907 
Sensors, environmental goats sensor work- 
shop, proceedings, 11 
Separators, entrained moisture separators 
or fine particle water-air-steam service, 
their performance, development and sta- 
tus, final report, 46 
Sequential ultrastructural study of effects of 
intravenous lipid emulsion. 
come and Kings Canyon National Parks, 
alif., 12267 
Sequee National Park, general information, 
2267 


Servicemen, see Armed Forces. 
Servicemen’s group life insurance for cadets 
and midishipmen, hearing, 11928 
Services for crippled children, 12182 
Serving children with special needs, 11667 
17th annual ao chemistry program re- 
ew, 
Sewerage systems: 
investigation of porous ae for ur- 
ban runoff control, 11 
screening/flotation treatment of combined 
sewer overflows, 11997 
Sewers, see Sewerage systems. 
Shade trees, see Trees. 

Shafrin, Elaine G., wettability and detec- 
tion of fluorescent barrier films, 12296 
Shale, yy? and —— of 

Sharon Springs Member of Pierre Shale 
in western Kansas, 12095 
Shapes (metal) : 
role of grain size and shape in strengthen- 
ing of dispersion hardened nickel al- 
loys, 12204 
Shases Springs Member of Pierre Shale, see 
ale. 
Sheet metals, crack-growth resistance char- 
oeeeeetics of high-strength sheet alloys, 


1 

Sheets, sheets, pillowscases, and towels, cur- 
rent industrial reports, 11655 

officer attitudes related to 
eareer decisions, 11511 

Sherman, Tex., census of housing, 1970, met- 


Shenk, Faye, 


ropolitan housing characteristics, 11610 
Shields, evaluation of fiberglass instrument 
gave shield for protection against head 
njury, 11552 
Ship automation, USSR study, 12139 
Shipping : 
Pacific Coast and Hawaii shipping indus- 
try dispute— 
emergency action to end strike, message 
from the President, 11771 
provide procedure for settlement— 
law, 1171 
message from the President, 11769 
some recent problems in international 
ocean commerce (remarks), 12016 
Ships: 
double taxation, earnings from operation 
of — and aircraft, agreement with 
Republic of China, 12339 
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hips—Continued 
. idan of vessels, termination, U.S.S. @Gut- 


tarro and U.S.S. Hammerhead, agree- 
ment with Turkey, 12345 
mortgage insurance, increase 
available, rt, 
naval vessels, fean>. extend, law, 11734 
ship automation, USSR study, 12139 
ship motion and attitude, interface stand- 
ard for shipboard systems, military 
standard, 11954 
shipboard systems, interface 
military standard, 11954 
towing vessels, licensing of certain per- 
sonnel, report, 11 
see also names of ships. 
Shoes, see Boots and shoes. 
Shore, John B., second thoughts on parallel 
peeseeetae, 12289 
Shrimps, sh sticks, fish portions, and 
breaded shrimp, 1971 annual summary, 


12255 
Shultz, J. I., methods of analysis of NBS 
clay standards, 12230 
Shumla, Tex., Southern Pacific Transporta- 
tion Co., Shumla, Tex., railroad accident 
investigation, summary report, 12304 
Shuttles, see Spacecraft. 
Sickle cell anemia, see Anemia. 
Sierra Nevada Mountains: 
Centra] Sierra profiling snow gage, fee 
to fabrication and operation, 11549 
fuel-breaks in Sierra Nevada mixed-conifer 
type, guides, 12049 
Sight: 
further tests of training techniques to im- 
prove visual-motor coordination of Navy 
divers under water, 121 
visual evoked cortical response as measure 
of stress in naval environments, method- 
ology and analysis, rapid flash rates, 
2188 


amount 


standard, 


volunteers with vision, 12178 
Signal lights, see Lights and lighting. 
Signal systems: 
evaluation of various signal red materials 
for use on plastic buoys, final report, 
11694 
on daytime ranges of buoys, 11693 
prototype G.E. 250-watt tungsten-halogen 
lamps, 11699 
Signals, psychological effects of prolonged 
exposure to sonar signals at elevated in- 
gy 5 days exposure to signals at 85 
dB, 12192 
see also Radio signals—Warning systems. 
Simple correction procedure for quantitative 
electron probe microanalysis, 12235 
Simpson, Richard O., remarks, June 22, 1972, 
0 


Simulation, simulation of IHAS-—4 computer, 
11527 


Singapore, reference aid, glossary of Malay- 
sian and English abbreviations appearing 
in press of Malaysia and Singapore, Asian 
study, 12146 

Sino-Soviet perspective in Middle East, 11854 

Sirrocco, Alvin, inpatient health facilities 
as reported from 1967 MFI survey 1223 

Sites, see Historic sites. 

Skids (aircraft) : 
performance of aircraft tire under cyclic 

braking and of currently operational 
antiskid braking system, 12217 

Slidell, La., floods, how to avoid damage, 

of) 


1979 
Slip laws, see Law. 
Sludge: 
biological concepts for design and opera- 
tion of activated sludge process, 12007 
fluidized-bed incineration of selected car- 
bonaceous industrial wastes, 12000 
Smaldino, Joseph J., difference between word 
intelligibility and sentence identification 
responses to synthetic sentences, 12189 
Small business, see Bus 
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Small Business Administration : 
appropriations, 1973, hearings, 11843 
economic opportunity loan program, 12318 
publications, free management assistance 

ublications, list, 12319 

Small Business, Select Committee on, Senate : 
committee print, 11926 
hearings, 11927 

Smith, J. Marlin, electrothermal oscillations 
and quasi-linear theory of electron en- 
thalpy fluctuations in magnetohydrody- 
samme generators and magnetoplasma- 
dynamic arc thrusters, 12214 

Smith, James, central Sierra profiling snow 
Fi8So guide to fabrication and operation, 


Smithsonian Institution : 
Citizen Regent of Board of Regents ap- 
poinment of— 
Austin, John P., law, 11754 
Goheen, Ro! +, law, 11755 
Higginbotham, A. Leon, Jr., law, 11753 
Snake River and Valley, highlights of report, 
Water weeny J control and management 
Snake River basin, 12377—A 
Snow gages, see Precipation gages. 
So you want to be a supervisor? 12196 
Social and Rehabilitation Service : 
appropriations, 1973, hearings, 11842 
problems in providing guidance to States 
in establishing rates of payment for 
nursing home care under Medicaid pro- 
-. GAO report, 12083 
Social security : 
beneficiaries, preliminar 


findings from 
survey of new bene ciaries, 


reports, 


farmers, how to yepect your income for 
social security, 12320 

research and statistics notes, 12326 

social security disability applicant statis- 
tics, 1967 applicants, 123: 

wt institutionalized aduits, reports, 


1 
see also ——— insurance—Old age, 
survivors, disability and health insur- 


ance. 
Social Security Administration : 
appropriations, 1973, hearings, 11842 
—— and Statistics Office, staff paper, 


Social security disability applicant statistics, 
1967, applicants for disabled worker and 
childhood disability cash benefits and re- 
lated protection under Old-age, Survivors, 
Disability, and Health Insurance, 12327 
Social work and problems, undergraduate 
social work education for _ ort 
on curriculum content and issues, 12375 
Social workers, undergraduate social work 
education for practice, report on curricu- 
lum content and issues, 12375 
Society, recommended for action, protective 
and social support, 12382 
Softwoods, seasonal variation in wood per- 
meability and stem moisture content of 3 
Rocky Mountain softwoods, 12058 
Soil blowing, see Soil erosion. 
Soil conservation : 
quality conservation means quality living 
in North Carolina, 12330 

soil conservation service, progress report, 
Little Rock, Ark., 

see also Soil erosion. 

Soil Conservation Service, progress report, 
Little Rock, Ark., 12331 

Soil erosion : 
how to control wind erosion, 11491 
quality conservation means quality living 

in North Carolina, 12330 
Soil Survey, Otero County, Colo., 12332 


Soils : 
nutrient } pai of 5 West Virginia 
soils, 1 
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Soils—Continued 
Soil survey reports— 
— wom County, Pa., interim report, 
123 


Otero County, Colo., 12332 
see also Natural resources. 

Solar radiation, lunar-solar effects on 60,000 
nautical mile SOLRAD-HI satellite, 13284 

Solar spectrum, see Spectra. 

Solder and soldering, welding and brazing 
of nickel and nickel-base alloys, report, 
12213 

Solid wastes, see Waste products. 

SOLRAD-HI satellites. see Satellites. 


Somatic polysaccaride containing antigens of 


pasteurella pestis, USSR study, 12 

Sonar, psychological effects of prolonged ex- 
posure to sonar signals at elevated inten- 
sity, _ days exposure to signals at 85 dB, 
1219 


Sorbents, see Absorbents. 
a f longed e 
sycho cal effects of prolon exposur 
“ to sonar signals at elevated intensity, 
5 days exposure to signals at 85 4 
12192 
underwater sound equipment, Federal item 
identification guide, change, 11951 
Sources of funding for outdoor education, 


11970 
Souris-Red-Rainy River Basins, annual re- 
port, 11784 
South (U.8.): 
cotton gin operating costs in Midsouth, 
1969-70 and 1970—71 seasons, 11494 
South Africa, economic trends and their 
implications for United States, 12118 
South Bend, Ind., census of housing, 1970, 
metropolitan housing characteristics, 


11611 
South Dakota: 
census of agriculture, 1969, area reports, 
summary data, 11560 
—— for rent, supplement housing, 
1 


South Platte River, communication and con- 
trol systems, South Platte River projects, 
North Platte River projects, region 7, field 
review of maintenance, 12309 

South River, N.C., organic and trace-element 
content of holocene sediments in 2 es- 
ome bays, Pamlico Sound area, N.C., 
1 1 


Southeast (U.S.): 
growing strawberries in Southeastern and 
Gulf Coast States, 11493 
Southeastern States, see Southeast (U.S.). 
Southern Pacific Transportation Co., accident 
investigation, summary report, 12304 
Southwestern Power Administration, appro- 
priations, 1972, supplemental proposal, 


11870 

Soviet Union, see Union of Soviet Socialist 
Republics. 

SP, see Federal Maritime Commission—Na- 
tional Aeronautics and Space Administra- 
tion—National Bureau of Standards. 

Space, see Outer space, 

Space biology, current problems in space 
biology and medicine, USSR study, 12128 

Space exploration, see Outer space. 

Space medicine, see Medicine. 

Space shuttle, see Spacecraft. 

Space stations, Russian report to 15th CO 
rer session, USSR 1971 space research, 

Space suits, space medicine, reports on arti- 
ficial gravitation and space suits, USSR 
study, 12149 

Space vehicles, see Spacecraft. 

Spacecraft : 

Apollo experience report— 
development of guidance targeting tech- 
niques for command module and 
launch vehicle, 12219 
docking system, 12220 
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Spacecraft—Continued 
cast-benefit analysis used in support of 
space shuttle program, GAO report, 
12075 
hypersonic aerodynamics and entry-mane- 
uver, aerothermodynamic interactions 
for 2 lifting entry vehicles, 12216 
manned space flight, U.S.-Soviet rendez- 
vous and docking hearing, 11863 
safe atmosphere entry of isotope heat 
source with single stable trim attitude 
at hypersonic speeds, 12218 
Spacecraft modules: 
Apollo experience report— 
development of guidance targeting tech- 
niques for command module and 
launch vehicle, 12219 
docking system, 12220 
Spain: 
economic trends and their implications for 
United States, 12111 
foreign trade regulations, 11704 
Spanish speaking elderly, 12384 
Special fund for education, agrarian reform 
education, agreement between U.S. and 
Philippines, 12343 
Special reports, Cold Regions Research and 
Engineering Laboratory, 11977 
Special one gente for Trade Negotia- 
tions, Office of appropriations, 1973 hear- 


ings, 11843 
Special mig emergency og | techniques 
in small fixed-wing aircraft, 12279 
Special study, passenger survival in turbojet 
ane, critical case review, 12278 
Spectra, infrared solar spectrum observed 
from balloon-borne spectrometer between 
9300 and 11000 A and between 12000 and 
19000 A, 11508 
Spectrometers, infrared solar spectrum ob- 
served from balloon-borne spectrometer be- 
tween 9300 and 11000 A and between 
12000 and 19000 A, 11508 
Speculation, prohibit potato futures trading 
report, 11831 
Speech : 
studies in Navy communication— 
effect of word predictability on sentence 
intelligibility, 12185 
effects of time/frequency distortion on 
prosodic features of speech, 12187 
variability among ten talkers of word 
intelligibility in noise, 12183 
Speech pathologists, professional careers in 
audiology, speech pathology, examination 
announcement, 1168 
Speed, dynamics of wheeled vehicles, statis- 
tical analysis of obstacle-vehicle-speed sys- 
tems, 11990 
Spell, Catherine E., relief, 11789 
Sperry Rand Corp., calculators, typewriters 
and typewriter parts, workers of Dimira, 
N.Y., plant of Remington Rand Division, 
a aig Corp., Tariff Commission re- 


port, 

Spiritual life, White House Conference on 

ging recommended for action, spiritual 

well-being, 12385 

Spiritual well-being, 12385 

Sport Fisheries and Wildlife Bureau refuge 
leaflets, 12334 

Springfield, Mass., census of housing, 1970, 
metropolitan housing characteristics, 


11612 

SRS, see Social and Rehabilitation Service. 

SSA, see Social Security Administration. 

Stability, buoyancy and stability character- 
istics of human body in fresh water, final 
report, 11697 

Stability of aircraft, procedure for estimat- 
ing stability and control parameters from 
flight test data by using maximum likeli- 
hood methods employing real-time digital 
system, 12215 
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Stability of spacecraft, safe atmosphere entry 
of isotope heat source with single stable 
trim attitude at hypersonic speeds, 12218 

Stabilization, economic stabilization act of 
1971, amend, report, 11887 

Staff papers, Research and Statistics Office, 


Stalford, Harold, identifying an unknown 
process by using randomly chosen inputs, 


12295 
Stamford, Conn., census of housing, 1970, 
17} housing characteristics, 
11613 
Standard guides for preparation of proposed 
item logistics data records, 12083 
Standards and standardization : 
Federal standards, 12033 
Federal test method standards, 12034 
methods of analysis of NBS clay standards, 
12230 
military standards, 11953-—956 
see also subject. 
Star routes, see Postal service. 
Start as an officer, 11533 
State Courts, Public Printer to designate 
library of highest appellate court in each 
State as depository library, authorize, 
report, 11835 
State Department : 
appropriations, 1973— 
hearings, 11843 
report, 11806 
background notes, 12335 
telephone directory, 12336 
State governments, see Government. 
State noxious-weed seed requirements recog- 
nized in administration of Federal seed 


act, 11484 
State taxation of insured banks, full deposit 
insurance, cashing of Government checks, 
11849 
segsement on national transportation policy, 
36 


States: 

fair hearings in public assistance under 
Federally aided programs, statistical in- 
formation, 12237 

FDA commission, ie ed of gutmantty 
to State and local officials, 12036 

Federal disaster assistance program hand- 
book, 11973 

forest fire control, 
financing, 12045 

guidelines for preparation of State emer- 
gency welfare services plans, natural 
disasters, civil disorders, enemy-caused 
disasters, 11713 

lowering voting if to 18, fifty-State sur- 
vey of costs and other problems of dual- 
age voting, 1192 

national and State. livestock-feed relation 
ships, supp., 11502 

problems in providing guidance to States 
in establishing rates of payment for 
nursing home care under Medicaid pro- 
gram, GAO report, 12083 

program assistance and services to states 
and local governments, 12159 

State noxious-weed seed requirements rec- 
ognized in administration of Federal 
seed act, 11484 

taxation of insured banks, hearings, 11849 

see also Intergovernmental relations. 

Statistical analysis of New York-Washing- 
ton, D.C. rail passenger service, 12021 

Statistical ‘analy sis of obstacle-vehicle-speed 
systems, 11990 

Statistical publications, see names of de- 
partments, etc. issuing publications. 

Statistics, see subjects. 

Status, progress and problems in Federal 
agency accounting during 1970-1971, 
GAO report, 12084 

Statutes, see Law. 


cooperative program 
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Steel : 
oil-starvation test program, evaluation of 
SCO-X2 steel spiral bevel gears, 
final report, 11538 
stress-corrosion cracking of high-strength 
steels and titanium alloys, 12292 
welding of high-strength steels, USSR 
study, 12134 

Stein, Herbert, address, Feb. 23, 1971, 11935 

Steinke hood, see (head piece) . 

Stenographers, career with FHWA, typists 
and stenographers, 12010 

Sterilization, potential role of sterilization 
for suppressing - populations, theoret- 
ical appraisal, 11506 

Steubenville, Ohio, census of population and 
housing, i970, oneme tracts, 11641 

Stevens, H. R. jr., R P-—1—OC-—71 northeast 
Pacific geophysical survey, 12259 

Stimulating business and pleasure travel 
from abroad, 12373 

Stockpiling, see Strategic materials. 

Stocks, see Securities. 

Storey, Patrick B., medical care in USSR, 
report of U.S. Delegation on Health Care 
Services and Planning, 12124 

Strains and stresses : 
design loads for inserts embedded in con- 

crete, 
tetra-core stress analysis model, 11537 
Strategic material : 
disposal from national and/or supple- 
mental stockpiles of— 
lead, report, 11827 
nickel, report, 11826 
zinc, law, 11746 

Stratigraphy : 

geology of Ge a Franklin Mountains, 
Tex. and N. Mex., 

stratigraphy and i. A of Sharon 
Springs Member of Pierre Shale in west- 
ern Kansas, 12095 

Strawberries, growin, strawberries in South- 
eastern and Gulf Coast States, 11493 

Stream pollution, see Water pollution. 

Streams, see Rivers. 

Strength of materials : 
effect of method of pe of ends of 

concrete cylinders for testing, 11982 
role of oo size and shape in strengthen- 
ing or dispersion hardened nickel alloys, 


see also names of materials and articles. 
Stress (physiology) : 
color-word interference test and its rela- 
tion to performance impairment under 
auditory distraction, 11558 
Stress (psychological), see Tension. 
Stress corrosion, see Corrosion and anticor- 
rosives. 
Stresses (mechanical), 
stresses. 
Strikes and lockou 
Pacific Coast —_ Hawaii shipping indus- 
try dispute— 
emergency action to end strike, message 
from the President, 11771 
provide procedure for settlement— 
law, 11717 
message from the President, 11769 
Strokes, advance national efforts against neu- 
—— diseases and strokes, hearings, 
11 
ay materials, see Construction mate- 
rials. 
Structural models, 
Students : 
guaranteed loan program, eligible institu- 
tions, lists by States, 11961 
job tchool vor and followup of secondary 
— vocational education students, 


see Strains and 


see Models (structural). 


enna yd Navy communication, effect of 
pag aaa on sentence intelligibil- 
ty, 
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Studies in Navy communication, effects of 
time/frequency distortion on prosodic 
features of speech, 12187 
Studs, see Lumber. 
Study of design criteria and systems for air 
conditioning ——; V.A. hospitals, re- 
search study report, 12376 
Submarine boats, human factors evaluation 
of submarine boat escape, 12191 
Submarine crews, psychological effects of 
prolonged exposure to sonar signals at ele- 
vated intensity, five days exposure to sig- 
nals at 85 db, 12192 
Submarine Medical Center, see Naval Sub- 
marine Medical Center. 
Submarines, see Submarine boats. 
Subsidies : 
bus subsidy proposals for mass transit bus 
companies in Washington metropolitan 
transit area, hearings, 11850 

economics of Federal subsidy programs, 
compendium of papers, 11757 

tax subsidies, economics of Federal] subsidy 
programs, 11757 
Subversive activities, 
tivieies. 
Subversive Activities Control Board, appro- 
priations, 1973 hearings, 11843 
Sucrose, see Sugar. 
Sugar : 
act, how it works, 11838 
mathematical model of cultivation process 
of typhoid bacteria on sugar-salt me- 
dium, USSR study, 12148 

United States wages reeram, development, 
background, 11838 

Sugars, see Sugar. 

Suggestions for food service for day camps 
and recreation programs, 12039 

Suggs, James D., mercury pollution control 
in stream and lake sediments, 12002 

Suits, Federal item identification guide, 
change, 11949 

Sulfuric acid,, atmospheric emissions from 
sulfuric acid manufacturing processes, 
11518 


see Un-American ac- 


Summaries of development of inter-branch 
accounting balances of economic regions, 
USSR study, 12131 

Summary of activities during 1971, 
Services Committee, Senate, 11915 

Summary of perspectives of adult education 
in U.S. and projectien for future, 11971 

Supere pers, so you want to be a supervisor? 
1 


Armed 


Supplemental appropriations and estimates, 
see Appropriations. 

Supplies, see Government supplies. 

Supply and demand, changing demand for 
farm products (remarks), 11492 

Supreme Court, annuities of widows of jus- 
tices of Supreme Court, report, 11907 

Surface active agents, control and confine- 
ment of oil pollution on water with mono- 
molecular surface films, 11 

Surface chemistry, impact of petroleum spills 
on chemical and physical properties of air/ 
sea interface, 12293 

Surface mining, see Coa] mines and mining. 

Surfaces, theory of flows with free surfaces, 
USSR study, 12130 

Surplus property : 
act. amend report, 11824 
Federal, oy to State and local gov- 

+ ~ as historic monuments, report, 


see also Personal property. 

Surveyor project, see Project Surveyor (un- 
manned lunar exploration). 

Surveys, see subjects of surveys. 

Susquehanna River, acidity control in Bald 
Eagle Creek and West Branch Susque- 
hanua River, Clinton County, Penn., 12086 

Susquehanna River Basin Commission, ap- 
propriations, 1973 hearings, 11912 


Do not order from index; see indicated entry 





Don, bridging public-nonpublic 
school gap, 11960 

Switzer, G. G., dynamics of wheeled vehicles, 
statistical analysis of obstacle-vehicle- 
speed systems, 11990 

Synchronization indicators, evaluation of 
system for remote oscillator synchroniza- 
tion, 11708 

Synchronous satellites, see Satellites. 

Synoptic meteorology, see Meteorology. 

Syphilis, see Venereal diseases. 

System analysis, collision avoidance system 
analysis, 12352 

Systems Research and Development Service, 
RD series, 12351—353 


T 


Sweeney, 


Tables showing apportionment of funds rec- 
ommended by Department of Transporta- 
tion, 11777 

Tables showing progress of Federal aid and 
allied highway programs, administered by 
Federal Highway Administration, 12012 

Tabulation, see subjects. 

Tanner, Carole S., measurement and anal- 
ysis of noise from four aircraft in level 
flight, 12351 

Tanner, John A., performance of aircraft tire 
under cyclic braking and of currently op- 
erational antiskid braking system, 12217 

Tape recorders, radio receivers, phono- 
graphs and tape recorders, workers of 
General Electric Co.’s Audio Electronics 
Products Department, Tariff Commission 
report, 12359 


Targets, Apollo experience report, develop- 


ment we pe we trageting techniques for 
comman 
12219 
Tariff : 
customs hints for nonresidents, 
1937 


module and launch vehicle, 


visitors, 


customs regulations, 11936 
Tariff Commission, appropriations, 
hearings, 11843 
Tax, see Income Tax. 
Tax subsidies, 11757 
Taxation : 
double taxation, earnings from operation 
of ships and aircraft, agreement with 
Republic of China, 12339 
tax subsidies, economics of Federal subsidy 
programs, 11757 
Teacher Corps, assessment of Teacher Corps 
program, GAO report, 12072 
Teachers : 
additional pay for permanent professors at 
U.S. Military Academy, U.S. Naval 
Academy, U.S. Air Force Academy, and 
ites Coast Guard Academy, report, 


1973, 


District of Columbia tax-sheltered an- 
nuity contracts, agreement to purchase, 
law, 11744 

licensed practical nurse as charge nurse, 
instructor’s guide, 11710 

“held fi and research staff by academic 
or n institutions of higher education, 


euhahea assistance, U.S. technical assist- 
ance to support Indian agricultural de- 
velopment, 12085 

Technical assistants, examination announce- 
ment, amendment, 11675 

Technical bulletins, Agriculture Department, 
11505-—506 

Technical education, need for career educa- 
tion (address), 11967 

Technical manuals, Army Department, 11534 

Technical notes: 
National Aeronautics and Space Adminis- 

tration, 12214—-221 

National Bureau of Standards. 12233-235 
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Technical reports: 
Air Force Human Resources Laboratory, 
11510—514 
Air Force Office of Scientific Research, 


11509 

Army Air Mobility Research and Develop- 
ment Laboratory, 11535—539 

Army Engineer Division, North Pacific, 


11975 

Civil Defense Office, 11671 

National Oceanic and Atmospheric Ad- 
ministration, 12259 

at PY br ons Laboratory, Dahlgren, Va., 
12284— 

Waterways Experiment Station, 11986—990 
Technical translations, National Aeronau- 
tics and Space Administration, 12222 
Technicians, see Aviation support equip- 

ment technicians. 

Technologists, see Medical technologists. 

Tee: 

Federal policy and educational technology 
(address), 11962 

new technologies in solid waste manage- 
ment, 11994 

role of Federal Government in shaping 
American science and technology, mes- 
sage from the President, 11763 

Telecommunication : 

evaluation of system for remote oscillator 
synchronization, 1170 

telecommunications research report, OT/ 
TRER series, 11708 

Telecommunication Sciences, Institute for, 
see Institute for Telecommunication 
Sciences. 

Telephone directory, State Department, In- 
ternational Development Agency, rms 
Control and Disarmament Agency, 12336 

Television, television picture tubes, certain 
workers of RCA Corp., New York, N.Y., 
Tariff Commission report, 12360 

Temperature, physical properties of rocks at 
high temperatures, 12222 

Tennessee River and Valley : 
county forest indust facts, 

Valley, 1970 report, 12362 
fish, bottom fauna, and aquatic habitat, 
streams, 1 

Tennessee Valley Authority : 
appropriations, 1973, hearings, 11912 
industrial development in TVA area, 12363 
TVA today, 1972, 12365 

Tension : 
conflict resolution program, 11712 
visual evoked cortical response as meas- 

ure of stress in naval environments, 
methodolo. and analysis, rapid flash 
rates, 121 

Termination of hostilities in Indochina, hear- 


ings, 11855 

Termination of loan of vessels, U.S.S. 
Guitarro and U.S.S. Hammerhead, agree- 
ment between U.S. and Turkey, 12345 

Terms and phrases, reference aid, glossary of 
Malaysian and English abbreviations ap- 
pearing in press of Malaysia and Singa- 
pore, Asian study, 12146 

Test een me pe see Testing apparatus. 

Test methods for electronic and electrical 
component parts, military standard, 11953 

or see names of substances or objects 
te 


Tennessee 


Testing ‘apparatus, electronic and electrical 
component parts, test methods, miiitary 
standard, 11953 

Tests, see types of names of tests. 

Tetra-core stress analysis model, 11587 

Tewksbury, T. L., fluidized-bed incineration 
of selected carbonaceous industrial wastes, 
12000 

Texas, regular income limits for sec. 285-236 
housing, 12103 

Textiles, Mlammable fabrics a extend re- 
port, 11900 - 
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Thackray, Richard L., color-word interfer- 
ence test and its relation to performance 


oo under auditory distraction, 


11558 
Thelen, Bdmund, investigation of porous 
pavements for urban runoff control, 11998 
Theodore Roosevelt Inaugural, National 
seats Site, N.Y., general information, 


Theory of flows with free surfaces, USSR 

y, 12130 

Therapeutics : 
careers in therapy, examination announce- 

ment, 11683 
prospects of gene therapy, Fogarty Inter- 
national Center conference report, 12123 

Therapy, see Therapeutics. 

Thermal conductivity, see Heat transfer. 

Thermochemistry, role of ain size and 
shape in strengthening of dispersion hard- 
ened nickel alloys, 12204 

Thermonuclear reactors, Reactors 
(atomic). 

Throughfall and stemfiow relationships in 
age ponderosa pine in lack 
Hills, 12056 

Thrusters, electrothermal oscillations and 
ques-aeeee theory of electron enthalpy 

uctuations in magnetohydrodynamic gen- 
erators and magnetoplasmadynamic arc 
thrusters, 1 

Thyroid 7 effect of mexamine, cystamine, 
eystaphos and aet on permeability of 
histo-hematiec barriers adrenal and 
thyroid glands, USSR study, 12150 

TIAS series, 12337-348 

Tillage, minimum tillage, 12329 

Timber, timber resources of Maine, 12069 

Time: 

Apollo experience 
ary computing 


122 
NBS ag and time satellite experi- 
ment, 12229 
procedure for estimating stability and con- 
trol parameters from flight test data by 
using maximum likelihood methods em- 
ploying real-time digital system, 12215 
studies of Navy communication effects of 
time/frequency distortion on prosodic 
features of speech, 12187 
Uniform time act, amend, law, 11731 
Tires, performance of aircraft tire under 
cyclic braking and of currently operational 
antiskid braking system, 12217 
Titanates, see Barium titanate. 
Titanium : 
fracture-safe design of aluminum and 
titanium alloy structures, 12288 
stress-corrosion cracking of high-strength 
steel and titanium alloys, 12: 
titanium ingot, mill products, and castings, 
coemeety, current industrial reports, 


see 


— real-time auxili- 
facility development, 


To amend act of Jan. 8, 1971 (Public Law 
91-660; 84 Stat. 1967), act to provide 
for establishment of Gulf Islands National 
Seashore, etc., 11738 

To amend Federal aviation act of 1958 to 
provide for suspension and rejection of 
rates and practices of air carriers and 
foreign air carriers in foreign air trans- 
portation, 11725 

To amend Manpower development and train- 
ing act of 1962, 11740 

To amend Older Americans act of 1965 to 
provide grants to States, ete., 11724 

To amend provisions of Perishable agricul- 
tural commodities act, relati to prac- 
tices in marketing of \ ee agricul- 
tural commodities, 11714 
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To amend sec. 112 of Internal Revenue Code 
of 1954 to exclude from gross income en- 
tire amount of compenration of mem 
of Armed Forces of United States and of 
civilian employees who are prisoners of 
war, missing in action, or in detained 
status during Vietnam conflict, 11742 

To amend Uniform time act to allow an 
option in adoption of advanced time in 
certain cases, 11731 

To amend United States Information and 
Educational exchange act of 1948 to pro- 
vide assistance to Radio Free Eurone and 
Radio Liberty, law, 11730 

To authorize appropriations for saline water 
Segresuee program for fiscal year 1973, 

To authorize certain naval vessel loans, and 
for other purposes, 11734 

To authorize Commissioner of District of 
Columbia to enter into agreements with 
teachers and other employees of Board of 
Education of District of Columbia for 
purchase of annuity contracts, 11744 

To authorize Commissioner of District of 
Columbia to enter into contracts for pay- 
ment of District’s equitable portions of 
costs of reservoirs on Potomac River and 
its tributaries, and for other purposes, 


sal of zinc from national 


11729 
To authorize dis 
supplemental stockpile, 


stockpile an 


1174 
To authorize District of Columbia to enter 
— compact on mental health, 


To authorize President to Gostupate 3d Sun- 
o> June of each year as Father’s Day, 

To authorize President to proclaim last Fri- 
Sez ot Apr. 1972 as National Arbor Day, 

To change minimum age qualification for 
serving as juror in Federal courts from 
twenty-one _— of age to eighteen years 
of a 117 

To continue until close of Sept. 30, 1973, 
International Coffee agreement act of 1968, 


n Dunes National Recrea- 


11728 
To establish Ore; 
egon, and for other pur- 


tion Area in 
poses, 11726 

To extend authority conferred by Export 
administration act of 1969, 11747 

To further amend Federal civil defense act 
of 1950, as amended, 11812 

To further promote equal employment op- 
portunities for American workers, 11727 

To pay. tribute to law enforcement officers 
Sean country on Law Day, May 1, 1972, 


To permanently exempt potatoes for ce 
ing from marketing orders, 1171 

To peestes for disposition of judgments, 
when appropriated, recovered by Con- 
federated Salish and Kootenai Tribes of 
Flathead Reservation, etc., 11720 

To pg ate for division and for disposition 
of funds appropriated to pay judgment in 
favor of Blackfeet Tribe of Blackfeet In- 
dian Reservation Mont., and Gros Ventre 
Fs J of Fort Belknap Reservation, etc., 


To provide for extension of term of Com- 
mission on Bankruptcy Laws of United 
States, and for other purposes, 11719 

To lege for increases in appropriation 
cellings and boundary changes in certain 
units of national park systems, and for 
other purposes, 11735 

To provide for temporary increase in public 
debt limit, 11718 

To provide procedure for settlement of dis- 
pute on Pacific Coast between certain ship- 
pers and associated employers and certain 
employees, 11717 
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Tobacco, statistics, 1971 annual repo: 
11504 - 


Tobacco budworms, see Budworms. 

Tornadoes in time of emergency, citizen’s 
handbook on disasters, 11938 

Tourism, see Tourist trade. 

Tourist trade: 
stimulating business and pleasure travel 

from abroad, 12373 

tourism and balance of payments, 12374 

Towels, sheets, pillowcases, and towels, cur- 
rent industrial reports, 11655 

Towing, vessels, licensing of certain person- 
nel ort, 11906 

Trace elements, organic and trace-element 
content of holocene sediments in 2 estu- 
— bays, Pamlico Sound area, N.C., 


1 1 

Tracking, pilot tracking performance durin 
successive strsey simulated instrumen 
approaches, 115 

7 sing stations, agreement with Canada, 


Tractors, current industrial reports, 11657 

Trade, see merce. 

Trade Negotiations, Office of Special Repre- 
sentative, see S al Representative for 
Trade Negotiations, Office of. 

Trade of United States with Communist 
areas in Eastern Europe and Asia, 11701 

Traffic, traffic records survey of local gov- 
ernment agencies, final rt, 12241 

Traffic control, see Air traffic. 

Traffic safety, see Safety of life. 

Trailers, truck trailers, summary for 1971, 
current industrial reports, 11658 

Traineeships, licensed practical nurse as 
charge nurse, trainee text and study 
guide, 11711 
see also Nurses and nursing. 

Training : 
further tests of training techniques to im- 

prove visual-motor coordination of Navy 
divers under water, 12190 
Manpower development and training act, 


amend— 
law, 11740 
report, 11892 
racial differences in terms of work assign- 
ments, job interest, and felt utilization 
of talents and training, analysis, Air 
Force, 11513 
see also subject. 

Trajectories, comparison of optimal and 
noise-abatement trajectories of tilt-rotor 
aircraft, 1 

Transit systems, see Local transit. 

Translations, technical, National Aeronau- 
tics and Space Administration, 12222 

Transponders, evaluation of system for 
remote oscillator synchronization, 11708 


Transportation : 
High speed ground Sangpertation act of 
1965, extend, report, 11829 


transportation (remarks), 


intermodal 


12017 

services for older Americans, program au- 
thorized, hearings, 11851 

statement on national transportation pol- 
icy. 12366 

statistics in United States, 12122 


survey of national geo-coding systems, 
program in urban transportation, 12367 

Transportation Department, tables showing 
apportionment of funds recommended to 
accompany 1972 national highway needs 
report, 11777 

Trans World Airlines, incident seport of near 
mid-air collision, erratum, 12272 

Tratnyek, Joseph P., waste wool as scavenge 
for mercury pollution in waters, 1200 

Travel, stimulating business and pleasure 
travel from abroad, 12373 

Travel Service, see United States Travel 
Service. 
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Traveler's checks, Universal Postal Union, 
money orders and postal traveler's checks, 
agreement and detailed regulations, 12337 

Travertime, see Calcium carbonate. 

Treasury and Federal reserve foreign ex- 
change operations, 12030 

Treasury Department : 
appropriations, 1973, report, 11816 
department circular, public debt series, 

12368 
Treasury and Federal reserve foreign ex- 
change operations, 1 
Treasury/IRS narcotics Trafficker 
gram (statement), 123 

Treasury notes, 5% percent, series F—1975, 
12368 

Treaties, treaties and other international 
acts series, 12337-348 

Tr 


pro- 


ees : 
apparatus for pressure injection of solu- 
tions into trees, 12064 
color it green with trees, calendar of 
activities for home arborists, 11498 
use of large-scale aerial color photography 
for assessing forest tree diseases b: 
canker of white pine, case study, 12061 
see also names of trees. 
Trickling filters, see Filters and filtration. 
Trimble, G. R., jr., elimination of scattered 
residual saplings left after clearcut har- 
vesting of Appalachian hardwoods, 12052 
Trinity River and Valley, compilation of 
hydrologic Gage. Little Elm Creek, Trinity 
River basin, 12093 
be oxide, USSR articles, translation, 
54 
Troposphere : 
investigation of relationship between 
meso- and synoptic-scale phenomena, 
12205 
use of compound signal on VHF tropos- 
pheric scattering lines, USSR study, 
12132 
Trousers, provisions for evaluating ond 
of trousers, military standard, 1195 
Truck drivers, see Motortruck drivers. 
Truck trailers, summary for 1971, 11658 
Trust funds, see Trusts and trustees. 
Trust Territory of Pacific Islands: 
economic development loan fund, appro- 
priations, increase, law, 11723 
economic development, promote, 
1723 


law, 


Trusts and 
annual report of financial 
trust fund, 11776 

Trypanosomiasis, bibliography on Chagas- 
disease, 1909—69, 11486 

Tubes, television picture tubes, certain 

workers of RCA Corp., New York, N.Y., 
Traffic Commission report, 12360 
see also Plectron tubes. 

Tularemia, certain peculiarities in metab- 
olism of Francisella Tularensis media 
Asiatica aikimb, USSR study, 12136 

Tulsa, Okla., census of housing, 1970, metro- 
politan housing characteristics, 11614 

Tungsten, otetrne SS G.E.250-watt tungsten- 
halogen lamps, 1169 

Turbines : 
aviation gas-turbine engines in power en- 

gineering, USSR study, 12145 
investigation of air bearings for gas tur- 
bine engines, 11535 
Turbo-engines, see Engines (aircraft). 
Turbojet aircraft, see Airplanes. 
Turbulence: 
mathematical wind gust model and com- 
puter programs for use with aircraft 
simulations, 11530 

turbulent flow theory of electrodialysis, 
12108 


trustees, airport and airways, 
condition of 


Turkey, loan of vessels, termination, U.S.S. 
a and U.S.8S. Hammerhead, agree- 
ment, 
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TVA, see Tennessee Valley Authority. 

Tynes, O., effects of duration of moist 
curing on concrete made with blended 
cements or pozzolans, laboratory investisy 
tions of 6-in. oo concrete 

———- calculators typewriters and 


typ pewriter parts, workers of Elmira 
ftand °C of _—" 


n Rand Division, Sperry 
ariff Commission report, 


2355 
Typhoia fever, mathematical model of cul- 
tivation process of uu bacteria on 
sugar-salt medium, USSR study, 12148 
Typists, career with FHWA, typists and 
stenographers, 12010 
Typography, see Printing. 


U 


U.S. balance of payments and investment 
position, 12031 

uSSR. see Union of Soviet Socialist 
Republics. 

U.S. technical assistance to support Indian 
oqeesnaral development, AO report, 


Ukrainian Soviet Socialist Repulic : 
automated control systems in Ukrainian 
economy, USSR study, 12135 
computers, automation used in Ukrainian 
national economy, USSR study, 12140 
Ultimate wind sensing capabilities of jim- 
sphere and other rising balloon systems, 


07 
Un-American activities, Internal security act 
and other internal security laws, report of 
subcommittee to investigate administra- 
tion, 11922 
Undergraduate social work education for 
ractice, report on curriculum contert and 
ssues, 12375 
Undergraduate work, see Colleges and uni- 
versities. 
Underwater sound, see Sound. 
Underwater vision, see Si s 
Unemployed, public employment p 
bringing together jobless workers an 
lic work to be done, 12160 
Unemployment, see Unemployed. 
Unemployment insurance, see Social security. 
Uniformed services, see Armed Forces. 
Uniformed services health professions revi- 
talization act of 1972, 11898 
Uniformed Services University of Health 
Sciences, establish, report, 11898 
Union of Soviet Socialist Republics : 
manned space flight U.S.-Soviet rendez- 
vous and docking, hearing, 118 
medical care in USSR, report of U.S. Dele- 
tion on Health Care Services and Plan- 
ning. 12174 
possibilities for coniputer moteling 
influenza epidemics in USSR, USS 
study, 12141 
nee report to 15th COSPAR session, 
USSR, 1971, space research, 12133 
Sino- Sovict perspective in Middle East, 
hearings, 118 
tabulation of published data on electron 
devices of U.S.S.R. 12234 
Union wages, see 
Union wages and hours, 12169-170 
Unions, see Labor unions. 
United Nations Relief and Works A 
for Palestine refugees in Near 
(ONRWA): 
activities, review, hearings, 11856 
United States: 


Nore.—For all subjects pertain- 
ing to the United States, except its 
government, general history, and 
description, see such subj 

state of the Union message from President 
of United States, 11766 
United States coast pilot, see Coast pilots. 


ram, 
pub- 


mcy 
ast, 
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wae States coast pilot 2, Atlantic Coast, 
A Cod to Sandy Hook, supplement, 


United States customs hints for visitors 
(nonresidents), 11937 

United States Information Agency: 
et 1973,— 

earings, 11843 
report, 11806 

United States magistrates, salaries, remove 
statutory ceiling, report, 11804 

United States Postal Serv , poster, com- 
memorative stamps, 12371-—372 

United States sugar program, 11838 

United States Travel Service, stimulating 
business and pleasure travel from abroad, 
12373 

Universal Postal Union, money orders and 
postal travelers’ checks, agreement and 
detailed regulations, 12337 

Universities, see Colleges and universities. 

a of Utah, land conveyance, law, 
11750 


Unlading and lading: 
fresh fruit and vegetable unloads— 
eastern cities, 11929 
FVUS (series), 11481-482 
Unloading, see Unlading and lading. 
UNRWA, see United ations Relief and 
Works Agency for Palestine refugees in 
Near East (UNRWA). 
Upper a + see Atmosphere. 
Urbain, centralized processing of 
fresh meat and poultry, including radia- 


tion pasteurization, bibliography, 11550 
Urban 
Urban renewal, 

planning, etc. i 
Uremia, gastrointestinal sorbents in uremia, 

workshop, proceedings, 12242 
Urgent supplemental appropriation bill, 1972, 

11846 


areas, see Cities and towns. 


see Redevelopment (city 


USA 5% peseeat Treasury notes of series 
F-1975, 12368 

USA AAMRDL technical reports, 11535-539 

USAFI, see Armed Forces Institute. 

Use of compound signal om bee 4 tropospheric 
scattering lines, USSR, 32 

Use of large-scale aerial rs photography 
for assessing forest tree diseases, 12061 

USIA, see United States Information Agency. 

USNS Hayes (T-AGOR 16), U.S. Navy 
oceanographic research ship, 12291 

USSR, see Union of Soviet Socialist 
Republics. 

Utah, census of agriculture, 1969, area re- 
ports, 11572 

Utility participation in housing for persons 
of low and moderate income, 11918 


Vv 


VA, see Veterans Administration. 
Vaccination, assistance, provide grants, re- 
port, 11897 
Valley, Sharon L., index to report of Secre- 
tary’s Commission on Pesticides and Their 
Relation to Environmental Health, 12253 
Varela, Juanita, S., relief, 11878 
Variability among ten talkers of word in- 
telligibility in noise, 12193 
Vazquez Herrera, Gloria, see Herrera, Gloria. 
Vegetables : 
resh— 
fruit and vegetaiies unloads FVUS 
(series), 11481-4 
guidelines for sae industry deter- 
mination for fresh fruit and vegeta- 
ble industry, 12377 
shipment by commodities, States, etc., 
11481 


shipment totals by commodities, States, 
months, 11482 

unloads, eastern cities, by commodities, 
States, etc., 11929 
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Vehicle Emissions, National Check Month, 
see National Check Your Vehicle Emissions 
Month. 
Vehicles : 
dynamics of wheeled vehicles, statistical 
analysis of obstacle-vehicle-speed sys- 
tems, 11990 

hypersonic aerodynamics and_ entry- 
maneuver, aerothermodynamic interac- 
tions for 2 lifting entry vehicles, 12216 

Velkoff, Henry R., investigation of boundary 
layers and tip flows of helicopter rotor 
blades, 11539 

Velocity, mathematical windgust model and 
computer programs for use with aircraft 
simulations, 11530 

Vending machines, coin operated, current in- 
dustrial reports, 11659 

Veneer recovery from Black Hills ponderosa 
pine, 120 

Venereal Disease National Commission, see 
National Commission on Venereal Disease. 

Venereal diseases, National Commission on 
Veneral Disease, report, 11666 

Very high frequency, see Frequency band. 

Vessels, see Ships. 

Veterans: 
employment of veteran and civilian dis- 

abled (remarks), 1229 
specially adapted eee for disabled vet- 
erans, report, 11888 

Veterans’ Administration : 
appropriations, 1973, hearings, 11910 
information bulletins IB series, 12375 

Veterans’ Affairs Committee, Senate: 
hearing, 11928 
report, 11888 

Veterans hospitals, study of design criteria 
and systems for air conditioning existing 
V.A. hospitals, research study, report, 


12376 

Veterinarian and FDA safeguarding human 
health as guardians of animal health, 
12037 

Veterinarians : 
veterinarian and FDA safeguarding human 

health as guardians of animal health, 
12037 

Veterinary medical officer, examination an- 
nouncement, 11687 

VHF, see Frequency band. 

VHF receivers, see Receivers (radio). 

Vibration, dynamics of wheeled vehicles, 
statistical analysis of obstacle-vehicle- 
speed systems, 11990 

Vieuda de Pena, see Pena, Amparo C.V. de. 

Vinyl acetate, engineer d tests of dust- 
control materials and emplacement equip- 
ment, 11984 

Virgin Islands: 
—— of agriculture, 1970, area reports, 


1 
coast pilot, Atlantic Ocean, Gulf of Mex- 
ico, Puerto Rico, and Virgin Islands, 
supplement, 12258 
Viegion. regular income limit for sec. 235—- 
236 housing, 12103 
Visible records, see Records. 
Visibility, on daytime ranges of buoys, 11693 
Vision, see Sight. 
Visitors : 
customs hints for nonresidents, 11937 
explore: visitor’s guide to discovery in 
national forests, 11499 
Visual evoked cortical response as measure of 
stress in naval environments, methodology 
and analysis, rapid flash rates, 12188 
Vital statistics, data from national health 
resources, 12236 
Vitola, Bart M., characteristics of 18 year 
old enlistees who enter Air Force before 
becoming draft eligible, 11514 
Vitriol, William A., development of screena- 
ble high dielectric constant ceramic-glass 
Siclectrics. 11526 
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Vocational education : 
job placement and followup of secondary 
school vocational education students, 


11968 
need for career education (address), 11967 
Voelker, D. J., electrical equipment, Colo- 
rado River storage project, Provo River 
project, region 4, field review of operation 
and maintenance, 12313 
Voice communication : 
binaural improvement in normal and 
defective ears in background of other 
voices, 12186 
studies in Navy communication— 
effects of time/frequency distortion on 
prosodic features of speech, 12187 
effects of word heme 1 ad on sen- 
tence intelligibility, 12185 
variability among ten talkers of word in- 
telligibility in noise, 12193 
Volunteer workers: 
volunteers with vision, 12178 
White House Conference on Aging; rec- 
ommended for action, roles for old and 
young, 12383 
Volunteers with vision, 12178 
Voting, lowering age to 18, fifty-State survey 
of costs and other problems of dual-age 
voting, 11921 


w 


Waco, Tex., census of housing, 1970, metro- 
politan housing characteristics, 11615 
Wages: 
area surveys— 
Albuquerque, N. Mex., 12168 
Davenport-Rock Island-Moline, 
Ill., 12167 
Newark and Jersey City, N.J., 12164 
Seattle-Everett, Wash., 12162 
Waterbury, Conn., 12165 
York, Pa., 12166 
Youngstown-Warren, Ohio, 12163 
90-day freeze on all wages, salaries, rents 
and prices, authorize, report, 11887 
slowing inflation and improving productiv- 
ity workers’ view of controls (address), 
12154 


Iowa, 


union wages and hours— 
building trades, 12169 
local truckdrivers and helpers, 12170 
Waldron, W. D., investigation of air bearings 
for gas turbine engines, 11535 
Walker, John W., excavation of Arkansas 
Post Branch of Bank of State of Arkansas, 
Arkansas Post National Memorial, 12261 
Walters, Gary B., human factors evaluation 
of submarine escape, effects of 3 types of 
charging connectors on disconnect time, 
12191 
War, termination of hostilities in Indochina 
subject to release of American prisoners 
and safe withdrawal of remaining forces, 
hearings, 11855 
Ward, J. C., honeycomb and ring failure in 
bacterially infected red oak lumber after 
kiln drying, 12060 
Woes. systems, effects of backscatter of 
brief high intensity light on physiological 
responses of instrument-rated pilots and 
non-pilots, 11553 
Warping, sawing to reduce warp in planta- 
tion red pine studs, 12059 
Warren, Ohio, area w survey, 12163 
Washington, D.C., see District of Columbia. 
Washington D.C. metropolitan area, see Dis- 
trict of Columbia metropolitan area. 
Washington State, census of agriculture, 
1969, area reports, 11574 
Waste disposal : 
assessment of effectiveness and effects of 
land disposal methodologies of waste 
water management, 1198 
literature search and critical analysis of 
biological trickling filter studies, 12006 


Page 114 





Waste disposal—Continued 
periodicity of blue-green algae and effect 
ema of manure-disposal lagoons, 
solid waste management, list of available 
literature, 11 
see also Industrial wastes—Waste treat- 
ment. 
Waste products: 
new technologies in solid waste manage- 
ment, 11994 
solid waste management, list of available 
literature, 11996 
solid waste mana ent series, 11996 
see also Industrial wastes—Waste water. 
Waste treatment : 
literature search and critical analysis of 
biological trickling filter studies, 12006 
new technologies in solid waste manage- 
ment, 11994 
pesticides manufactoring indnstry—cyr- 
rent waste treatment and disposal prac- 
tices, 11999 
wastewater management report, 11981 
see also Industrial wastes—Waste dis- 
posal. 
Waste water: 
assessment of effectiveness and effects of 
land methodologies of waste- 
water management, 11981 
wastewater management report, 11981 
Waste wool as scavenger for mercury pollu- 
tion in waters, 12003 
Wastewater, see Waste water. 
Water: 
acidity control in Bald Eagle Creek and 
West Branch Susquehanna River, Clin- 
ton County, Pa., 12086 
buoyancy and stability characteristics of 
ao body in fresh water, final report, 
Connecticut resource, report of watershed 
activities, 12333 
economics of clean water, 
analysis, 11874 
entrained moisture separators for fine par- 
ticle water-air-steam service, their per- 
formance, development and status, final 
report, 11546 
ground water, outflow from Chino Basin, 
upper Santa Ana Valley, Southern Cali- 
fornia, 12097 
history of Federal water resources pro- 
grams, 11496 
Land and water conservation fund act, 
amend, report, 11811 
public works, appropriations, 1973, hear- 
ings, 11912 
saline, conversion program, 
tions, 1973-— 
law, 11736 
report, 11894 
saline water research and development 
progress report, 12108 
Water resources planning act, 
report, 11903 
water supply paper, 12097 
see also Natural resources—also headings 
beginning water. 
Water pollution : 
control and confinement of oil pollution 
on water with monomolecular surface 
film, 11696 
economics of clean water, 
analysis, 11874 
fluidized-bed incineration of selected car- 
bonaceous industrial wastes, 1 
impact of petroleum spills on chemical 
and — properties of air/sea inter- 
face, 1 3 
mercury pollution control in stream and 
lake sediments, 12002 
pollution control, public 
priations, 1973, heari 
waste wool as scaven, 
lution in waters, 1 


summary of 


appropria- 


amend, 


summary of 


appro- 


works, 
1912 


ih mercury pol- 
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Water pollution—Continued 
ty ution control research series, 


nm: 
control and confinement of oil pollution 
on water with monomolecular surface 
films, 11696 
literature search and critical analysis of 
biological trickling filter studies, 12006 
Water quality: 
highlights of report, Water quality control 
and management Snake River basin, 
12377-A 
mathematical model of Columbia River 
from Pacific Ocean to Bonneville Dam 
input-output and initial verification, 
procedures, 12378 
Water Resources Council : 
appropriations, 1973, hearings, 11912 
broaden authority, report, 11903 
Waterbury, Conn., area wage survey, 12165 
Watersheds, water, Connecticut resource, re- 
port of watershed activities, 12333 
Waterton Glacier International Peace Park, 
general information, 12263 
Waterways, Ports and waterways safety act, 
report, 11820 
Waterways Experiment Station : 
miscellaneous papers, 11982—955 
technical reports, 11986-990 
Watson, na D., national directory, drug 
abuse treatment programs, 12248 
Ways and Means Committee, House, hear- 
ings, 11864 
Ways to moderate fluctuations in construc- 
on of housing, 1203 
Weapons, arms control achievements, 1959— 
72, brief summary, 11524 
Weather, investigation of relationship be- 
Ssee meso- synoptic-scale phenomena, 
1 


5 
Weather control, evaluation of warm fog 
abatement chemicals, 1 
Weather forecasts. Project Sulky weather 
predictions and surface radiation esti- 
mates, 11547 
Weather modification, see Weather control. 
Weathering, concrete and concreting mate- 
rials sed to natural weathering per- 
formance investigation, supp., 11986 
Weeds, State noxious-weed s requirements 
recognized in administration of Federal 
seed act, 11484 
Weeks, see names of special weeks. 
Weirton, W.Va., census of population and 
housing, 1970, census tracts, 11641 
Weld, Betsy A., reports and maps, released 
only in open files, 12092 
Welding : 
integration of Le studies on 
aluminum welding, 12209 
welding and brazing of nickel and nickel- 
base alloys, report, 12213 
welding of high-strength USSR 
study, 12134 
Welfare, see Public welfare. 
Welfare funds, redistributive effects of trans- 
fer yments among age and economic 
status ups, 12323 
Wendel, George W., results of 20-year test of 
hybrid poplars in West V nia, 12065 
Werner, Pamela A., survey national geo- 
coding systems, program in urban trans- 
portation, 12367 
West Branch Susquehanna River, see Sus- 
quehanna River. 
West Fargo Pioneer, relief, 11785 
West Virginia, results of 20-year test of 
hybrid poplars in West Virginia, 12065 
Wettability and detection of fluorescent bar- 
rier films, 12296 
Weybrew, Benjamin B., psychological effects 
of prolonged exposure to sonar signals at 
elevated intensi 5 days exposure to sig- 
nals at 85 dB, 12192 


steels, 
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Whaling, international convention schedule, 
amendments, 2 

Wheat, Wheat and wheat foods research, 
education, and promotion act, hearing, 
hearing, 11908 

Wheels, dynamics of wheeled vehicles, statis- 
tical sis 


of obstacle-vehicle-speed 
systems, 11990 


White House Conference on Aging, special 
concerns sessions reports, Spanish speak- 
elderly, los ancianos de habla hispana, 


1 

White pine, see Pine. 

Widows and widowers, annuities of widows 
of justices of Supreme Court, report, 11907 
flcox, B. A., role of grain size and shape 
in s hening of dispersion hardened 
nickel alloys, 12204 

Wildlife, see Natural resources. 

Wildlife refuges, refuge leaflet, 12334 

Wilkes-Barre, Pa., census of housing, 1970. 
metroplitan housing characteristics, 11616 

Wilmington, Del., census of housing, 1970, 
— housing characteristics, 

Wilson Shoe Corp., women’s casual shoes, 
Wilson Shoe Corp., Shamokin, Pa., Tariff 
Commission report, 12361 

Wind, see Winds. 

it - ~ ences how to control wind erosion, 

Winds : 
mathematical wind gust model and com- 

puter programs for use with aircraft 
simulations, 11530 
mixing heights, wind s 8, and potential 
for urban air pollution throughout con- 
tiguous U.S., errata, 11517 
ultimate wind sensin, capanities of jim- 
—— and other rising balloon systems, 


Wings (aircraft) : 
fixed win fight, technical, manual, 


change, 115 
Wiring, see Electric wire and wiring. 
Wisconsin, income limits for rent supplement 
housing, 12104 
Women’s Army Corps: 
after high school, a bright future, 11525 
start as officer, 11533 
Women’s casual shoes, Wilson Shoe Corp., 
Shamokin, Pa., 12361 
Won, Kyong Ok, see Goodwin, Kyong Ok. 
Wood, L. C., evaluation of system for remote 
es synchronization, 11708 


Alaska-cedar, American woods, 12041 

American woods, 12041 

dividends from wood research, recent pub- 
lications of Forest Products Laboratory, 
list, 1204 

ay weed protect industries of Ken- 
ucky, 

Woodruff, N. P., how to control wind ero- 
ston. 11491 


ool : 
statistics and related data, 1930-69, sup- 
plement, 11 
waste wool as scavenger for mercury pol- 
lution in waters, 1 8 
Worcester, Mass., census of housing, 1970, 
apes housing characteristics, 


Words: 
differences between word intelligibility 
and sentence identification responses to 
synthetic sentences, 12189 
studies in Navy communication, effect of 
word predictability on sentence intel- 
ligibility, 12185 
WwW 


ork: 

assessment of operations and management 
of Opportunities Industrialization Cen- 
ters, GAO report, 12071 

limitations of men newly entitled to re 
t 2824 


irement benefits, 1 
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Work—Continued 
racial differences in terms of w ot, carte | 
ments, job interest, and felt utilization 
of talents and training, analysis, Air 
Force, 11513 
see also Employment. 
Work st see Strikes and lockouts. 


Workers, see Labor. 
Workshop on strointestinal sorbents in 
a 1224 
Worley, Josefita B., relief, 11885 
Worth: 
rate of value increase for Ay cherry, 
red maple, and white ash, 12062 
Writings on American history, 11521 


Wyoming: 
census of agriculture, 1969, area report, 


11570 
Wyoming part of m Trail Division, 
ck-Sloan Missou Basin Program, 
o.-Nebr., reappraisal <. water and 


Selated land resources, 12814 
Yy 


Yakima project, mechanical equipmen 
gion 1, field review of maintenance, 1 
Yavapai-Apache Indian Community, 
Yavapai Indians. 
Yavapai Indians, Yavapai Apache Tribe 
ju — funds, disposition report, 11808 
“er altu 1972, dse: for livin 
c re, _ ‘or g— 
departmental editi 11007 


document edition, T1768 


re- 
2 
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Yearbook agriculture, 1972, pendeeape 
for living, ph es edition, 11507 
earbook of - 1972, naoeape for 
“Thee a t edition, 11768 
Year- — ~~ pahooia pane + 
os —_ D., s ; 0 experience 
ev — So ‘0 guidance targeting 
fochniques modul ant 
launch vento, 12219 
Yerkes, Vern P., veneer recovery from Black 
Hills ponderosa pine, 12066 
York, Pa., area wage survey, 12166 
Yo stown, Ohio, area wage survey, 12163 


to 18, fifty-State sur- 


voting 
other problems of dual- 


Ging {ya 

vo 

White House Co 
ommended for ection P reies 
young, 12383 


; Ah 2 and 


Zz 
weit hich high cteanite Net light yoo ® or 
ensity on 

¢, rr ight on 8 pilots and 


al 7 a ublic use samples of basic 
“pet X.. eX Seereten and 

an a Dy documentation, 11664 
a’ | Migrant Care Center, —— 


‘ood, care center for 
we i1 008 


a Gat national and supplemen- 
pn ae ag law, 11746 


responses 
non Pe 
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LIST OF DEPOSITORY LIBRARIES AS OF SEPTEMBER 1, 1972 


Under provisions of Title 44 of the United States Code, certain libraries are 
destenetelh depositories for Government publications. Through them Federal 
Government documents are made available to residents of every State, District of 
Columbia, Guam, Puerto Rico, and the Virgin Islands. Distribution to the 
libraries is made by the Office of the Superintendent of Documents. 

It is sometimes impossible to obtain desired publications by purchase from the 
Superintendent of Documents. Stocks may have been exhausted or the document 
may be permanently out of print. In these instances the depositories render an 
invaluable service by keeping such publications permanently available. Every 
Government publication cannot be consulted at all depository libraries. Designated 
Regional Depositories are required to receive and retain one copy of all Govern- 
ment publications made available to depository libraries either in printed or micro- 
facsimile form. All other libraries are allowed to select the classes of publications 


best suited to the interests of their particular clientele. 
The following list shows the location, the name of the library, the year the 
library became a depository, and the administrative control number assigned to 


each. 


Alexander City 
Auburn 


Birmingham 


Enterprise 
Florence 
Gadsden 
Huntsville 
Jacksonville 


Maxwell A.F. Base 
Mobile 


Montgomery 


Normal 


St. Bernard 
Troy 


Tuskegee Institute 


University 


ALABAMA 


Deposi- 


tory No. 


Alexander City State Junior College, Thomas D. 
Russell Library (1967) 

Auburn University, Ralph Brown Draughon Li- 
brary (1907) 

Birmingham Public Library (1895) 

Birmingham-Southern College Library (1932) 

Jefferson State Junior College, James B. Allen Li- 
brary (1970) 

Samford University, Harwell G. Davis Library 
(1884) 


Enterprise State Junior College Library (1967) 

Florence State University, Collier Library (1932) -_- 

Gadsden Public Library (1963) 

Uneene of Alabama, Huntsville Campus Library 

Jacksonville State University, Romana Wood Li- 
brary (1929) 

Air University Library (1963) 

Mobile Public Library (1963) 

Spring Hill College, Thomas Byrne Memorial Li- 
brary (1937) 

University of South Alabama Library (1968) 

Alabama State Department of Archives and History 
Library (1884) 

Alabama Supreme Court Library (1884) 

Auburn University at Montgomery Library (1971)- 

Alabama Agricultural and Mechanical College, 
Drake Memorial Library (1963) 

St. Bernard College Library (1962) 

Troy State University, Lurleen B. Wallace Educa- 
tional Resources Center (1963) 

Tuskegee Institute, Hollis Burke Frissell Library 
(1907) 

University of Alabama School of Law Library (1967)- 

University of Alabama Library (1860)—REGION AL_. 
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Anchorage 
College 


Juneau 
Ketchikan 


Flagstaff 
Phoenix 


Prescott 
Tempe 
Thatcher 
Tucson 


Yuma 


Arkadelphia 
Batesville 
Clarksville 
Conway 
Fayetteville 
Little Rock 


Magnolia 
Monticello 
Russellville 


Searcy 
State College 
Walnut Ridge 


Anahei 
Arcatam 
Bakersfield 
Berkeley 


Chico 
Claremont 


Compton 
Culver City 
Davis 


Downey 
Fresno 


Fullerton 
Garden Grove 
Gardena 
Hayward 
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Last oF Deposrrory LIBRARIES 


ALASKA 


Anchorage Community College Library (1961) 

Anchorage Methodist University Library (1963)___- 

es Yad of Alaska, Elmer E. Rasmuson Library 
(1922 

Alaska State Library (1964) 

Ketchikan Community College Library (1970) 


ARIZONA 


Northern Arizona University Library (1937) 

Department of Library and Archives (unknown)— 
REGIONAL 

Phoenix Public Library (1917) 

T -escott College Library (1968) 

Arizona State University, Matthews Library (1944) _ 

‘astern Arizona College Library (1963) 

Tucson Public Library (1970) 

University of Arizona Library (1907)—REGIONAL. 

Yuma City-County Library (1963) 


ARKANSAS 


Ouachita Baptist University, Riley Library (1963) _- 
Arkansas College Library (1963) 

College of the Ozarks Library (1925) 

Hendrix College, O. C. Bailey Library (1903) 
University of Arkansas Library (1907) 

Arkansas Supreme Court Library (1962) 

Little Rock Public Library (1953) 

Southern State College, J. M. Peace Library (1956) _- 
University of Arkansas at Monticello Library (1956) - 
Arkansas Polytechnic College, Tomlinson Library 


College, Beaumont Memorial Library 


Arkansas State University, Dean B. Ellis Library 
(1913) 

Caco Baptist College, Felix Goodson Library 
1967 


CALIFORNIA 


Anaheim Public Library (1963) 

Humboldt State College Library (1963) 

Kern County Library (1943) 

University of California, General Library (1907) --- 

University of California, Law Library, Earl Warren 
Legal Gunter (1963) 

Chico State University Library (1962) 

Pomona College Documents Collection, Honnold 
Library (1913) 

Compton Library (1972) 

Culver City Library (1966) 

University of California at Davis Library (1953) -.-- 

University of California at Davis, School of Law 
Library (1972) 

Downey City Library (1963) 

Fresno County Free Library (1920) 

California State University Library (1962) 

California State College at Fullerton Library (1963) - 

Adult Reference Center Library (1963) 

Gardena Public Library (1966) 

California State College at Hayward Library (1963) - 





Huntington Park 


Long Beach 


Los Angeles 


Menlo Park 


Montebello 
Monterey 
Monterey Park 
Northridge 
Oakland 


Pasadena 


Pleasant Hill 
Reddi: 


Redwood City 
Reseda 
Richmond 
Riverside 


Sacramento 


San Bernardino 
San Diego 


San Francisco 


San Jose 
San Leandro 
San Luis Obispo 
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CALIFORNIA—Continued 


Huet on Park Library, San Antonio Region 

1970 

Inglewood Public Library (1963) 

University of California at Irvine Library (1963) _-- 

University of California, San Diego, University 
Libr (1963) 

Angelo Iacoboni Public Library (1970) 

Lancaster Regional Library (1967) 

ari State College at Long Beach Library 
196: 

Long Beach Public Library (1933) 

California State ey at Los Angeles, John F. 
Kennedy Memorial Library (1956) 

Los Angeles County Law Library (1963) 

Los Angeles Public Library (1891) 

Loyola University of Los Angeles Library (1933) _-- 

Oe College, Mary Norton Clapp Library 

941) 

Pepperdine University Library (1963) 

Union) of California at Los Angeles Library 
193 

i of California at Los Angeles, Law Library 
1958 

University of Southern California Library (1933)_-_- 

Department of the Interior, Geological Survey 
ibrary (1962) 

Montebello Library (1966) 

Naval Postgraduate School Library (1963) 

Bruggemeyer Memorial Library (1964) 

San Teasnie Valley State College Library (1958) -__ 

Mills College Library (1966) 

Oakland Public Library (1923) 

California Institute of Technology, Millikan Me- 
morial Library (1933) 

Pasadena Public Library (1963) 

Contra Costa County Library (1964) 

Shasta County Library (1956) 

University of Redlands, Armacost Library (1933) _- 

Redwood City Public Library (1966) 

West Valley Regional Branch Library (1966) 

Richmond Public Library (1943) 

Riverside Public Library (1947) 

University of California at Riverside nf 

California State Library (1895)—REGIONA 

Sacramento City-County Library (1880) 

Sacramento cometg Law Library (1963) 

Sacramento State College Library (1963) 

San Bernardino County Free Library (1964) 

San Diego County Library (1966) 

San Diego Public Library (1895) 

San Diego State College, Love Library (1962) 

University of San Diego Law Library (1967) 

Mechanics’ Institute Library (1889) 

San Francisco Public Library (1889) 

San Francisco State College, Social Science and 
Business Library (1955) 

“a a of Appeals for Ninth Circuit Library 
1971 

University of San Francisco, Richard A. Gleeson 
Library (1963 

San Jose State College Library (1962) 

San Leandro Community Lib Center (1961)... 

“ane State Polytechnic University Library 





Santa Ana 
Santa Barbara 


Santa Clara 
Santa Cruz 


Santa Rosa 
Stanford 
Stockton 


Thousand Oaks 
Torrance 
Turlock 
Valencia 

Van Nuys 
Visalia 

Walnut 

West Covina 
Whittier 


Balboa Heights 


Alamosa 
Boulder 
Colorado Springs 


Denver 


Fort Collins 
Golden 


Greeley 
Gunnison 


La Junta 
Pueblo 


U.S. Air Force 
Academy 

Bridgeport 

Danbury 


Enfield 
Hartford 


Middletown 
Mystic 
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List oF Deposrrory LisRARIES 


CALIFORNIA—Continued 


Deposti- 


tory No. 


Santa Ana Public Library (1959)__._- senile a ei 

Usioan. of California at Santa Barbara Library 
1960) 

University of Santa Clara, Orradre Library (1963) __ 

University of California at Santa Cruz Library 
(1963) 

Santa Rosa-Sonoma County Public Library (1896) __ 

Stanford University Libraries (1895) 

Pies _— of Stockton and San Joaquin County 
1884 

California Lutheran College Library (1964) 

Torrance Civic Center Library (1969) 

Stanislaus State College Library (1964)_____._____ 

Valencia Regional Library (1972) 

Los Angeles Valley College Library (1970) 

Tulare County Free Library (1967) 

Mount San Antonio College Library (1966) 

West Covina Library (1966) 

Whittier College, Wardman Library (1963) 


CANAL ZONE 
Canal Zone Library-Museum (1963) 


COLORADO 

Adams State College Learning Resources Center 
(1963) 

Universit (1879) —RE- 
GION 

Colorado College, Charles Leaming Tutt Library 
(1880) 

Colorado State Library (unbnown) 

Denver Public Library (1884)—REGIONAL 

Department of Interior, Bureau of Reclamation 

ibrary (1962) 

Regis College, Dayton Memorial Library (1915) ___- 

University of Denver, Mary Reed Library (1909) _- 

Colorado State University Library (1907) 

Colorado School of Mines, Arthur Lakes Library 
(1939) 

Jefferson County Public Library, Bonfils-Stanton 
Regional Library (1968) 

University of Northern Colorado Library (1966) ___- 

Western State College, Leslie J. Savage Library 
(1932) 

Otero Junior College, Wheeler Library (1963) _.___- 

Pueblo or Library (1893) 

Southern Colorado State College Library (1965) -_--- 

Academy Library (1956) 


CONNECTICUT 


Bridgeport Public Library (1884) 

Western Connecticut State College, Ruth A. Haas 
Librar 

Enfield 

Connecticut 
GIONAL 

Hartford Public Library (1945) 

Trinity College Library (1895) 

Wesleyan University ine (1906) 

Marine Historical Association, Inc., Mystic Seaport 
Library (1964) 


of Colorado Libraries 


ublic Library (1967) 
State Library 


64A 


54A 
51C 


56A 
44B 





New Haven 
New London 


Pomfret 
Storrs 


Waterbury 
West Haven 


Dover 


Georgetown 


Newark 
Wilmington 


Washington 


Boca Raton 
Clearwater 
Coral Gables 


SerremBer 1972 


CONNECTICUT—Continued Deposi- 
tory No. 


Southern Connecticut State College Library (1968). 82A 
Yale University Library (1859) 82 
Connecticut College Library (1926) 

U.S. Coast Guard Academy Library (1939) 

Pomfret School Library (1968) 

University of Connecticut, Wiibur Cross Library 


Silas Bronson Library (1869) 
University of New Haven Library (1971) 


DELAWARE 


ieee State College, William C. Jason Library 

(1962) 

State Law Library in Kent County (unknown) 

Delaware Technical and Community College, 
Southern Branch Library (1968) 

University of Delaware, Morris Library (1907) 

Wilmington Institute and New Castle County Li- 
brary (1861) 


DISTRICT OF COLUMBIA 
Advisory Commission on Intergovernmental Rela- 


tions Lib i 
Civil Service Ciotecindinn Library (1963) 
Department of Commerce Library (1955) 
Department of Health, Education, and Welfare 
ibrary (1954)-__._- AMAR LOT ch. hee LN AO 
Department of Housing and Urban Development 
Library (1969) 
Department of the Interior Central Library (1895)-- 
Department of the Interior, Geological Survey 
ibrary (1962) 
Department of Justice Main Library (1895) 
Department of State Library (1895) 
Department of State, Office of Legal Advisor, Law 
Library (1966) 
Department of Transportation, National Highway 
affic Safety Administration Library (1968) 
District of Columbia Public Library (1943) 
vena “camenee of Investigation Academy Library 
1970 
Federal City —_ SN SED be ccccnnacnne 
ul ——e nsurance Corporation Library 
1972 
Georgetown University Library (1969) 
Indian Claims Commission Library (1968) 
National age se Library (1895) 
National War College Library (1895) 
Navy Department Library (1895) 
Navy Department, Office of Judge Advocate 
General Library (1963) 
Office of Management and Budget Library (1965)... DG15 
Office of the Adjutant General, Department of 
Army Library (1969) D 
Postal Service Library (1895) 
Treasury Department Lib 
Veterans Administration, ntral Office Library 


FLORIDA 


Florida Atlantic University Library (1963) 
Clearwater Public Library (1972) 
University of Miami Library (1939) 





Daytona Beach 
De Land 
Fort Lauderdale 


Gainesville 
Jacksonville 


Lakeland 
Leesburg 
Melbourne 
Miami 


Opa Locka 
Orlando 
Palatka 
Pensacola 


St. Petersburg 
Sarasota 
Tallahassee 


Tampa 


Winter Park 


Albany 
Americus 


Athens 
Atlanta 


Augusta 
Brunswick 
Carrollton 
Dahlonega 
Gainesville 
Macon 
Marietta 
Milledgeville 


Mount Berry 
Savannah 


Statesboro 


Valdosta 
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List oF Deposrrory LiIsRARIES 


FLORIDA—Continued 


Volusia County Public Libraries (1963) 

Stetson University, duPont-Ball Library (1887) _--_ 

Fort Lauderdale Public Library (1967) 

Nova University Library (1967) 

University of Florida Libraries (1907)—-REGIONAL- 

Haydon Burns Library (1914) 

Jacksonville University, Swisher Library (1962) _--_- 

University of North Florida Library (1972) 

Lakeland Public Library (1928)_......--- eeaaiitendas 

Lake-Sumter Community College Library (1963) _-- 

Florida Institute of Technology Library (1963) 

Florida International University Library (1970) __-- 

a Junior College, North Campus Library 
1967) 

Miami Public Library (1952) 

Biscayne College Library (1966) 

Florida Technological University Library (1966) -_-_- 

St. Johns River Junior College eney (1963) 

ar Na of West Florida, John C. Pace Library 
1966) 

St. Petersburg Public Library (1965)_..-.-...----- 

Sarasota Public Library (1970) 109A 

Florida Agricultural and Mechanical University, 

Coleman Memorial Library (1936) 104 

Florida State Library (1929) 102 

aha 7 eee University, R. M. Strozier Library 
1941 

Tampa Public Library (1965) 

University of South Florida Library (1962) 

University of Tampa, Merle Kelce Library (1953) -_- 

Rollins College, Mills Memorial Library (1909) _--- 


GEORGIA 


Albany Public Library (1964) 

Georgia Southwestern College, Wade Lott Memorial 
Library (1966) 

University of Georgia Libraries (1907) 

Atlanta Public Library (1880) 

Atlanta University, Trevor Arnett Library (1962) -- 

a University, Robert W. Woodruff Library 
1928) 

Emory University, School of Law Library (1968) -- 

Georgia Institute of Technology, Prince Gilbert 
Memorial Library (1963) 

Georgia State Library (unknown) 

Georgia State University Library (1970) 

Augusta College Library (1962) 


~Brunswick Public Library (1965) 


West Georgia College, Sanford Library (1962) 

North Georgia College Library (1939) 

Chestatee Regional Library (1968) 

Mercer University Library (1964) 

Kennesaw Junior College Library (1968) 

Georgia College at Milledgeville, Ina Dillard Russell 
Library (1950) 

Berry College, Memorial Library (1970) 

Savannah Public and Chatham-Effingham Liberty 
Regional Library (1857) 

Geert) Southern College, Rosenwald Library 


Valdosta State College, Richard Holmes Powell 
Library (1956) 





Agana 


Hilo 
Honolulu 


Laie 

Lihue 
Pearl City 
Wailuku 


Caldwell 
Moscow 
Pocatello 
Rexburg 
Twin Falls 


Bloomington 


Carbondale 
Carlinville 
Carterville 
Champaign 


Charleston 
Chicago 


Decatur 
De Kalb 


Edwardsville 


Elsah 
Evanston 
Freeport 
Galesburg 
Jacksonville 

nkakee 
Lake Forest 
Lebanon 
Lisle 


SepremBer 1972 


GUAM 
Nieves M. Flores Memorial Library (1962) 


HAWAII 


University of Hawaii, Hilo Campus Library (1962) _- 

Chaminade College of Honolulu Library (1965) -_-__- 

Hawaii Medical Library, Inc. (1968) 

Hawaii State Library (1929) 

Municipal Reference Library of the City and 
County of Honolulu (1965) 

University of Hawaii Library (1907) 

Church College of Hawaii Library (1964) 

Kauai Public Library (1967) 

Leeward Community College Library (1967) 

Maui Public Library (1962) 


IDAHO 


Boise State College Library (1966) 

Boise Public Library (1929) 

Idaho State Law Library (unknown) 

Idaho State Library (1971) 

College of Idaho, Terteling Library (1930) 
University of Idaho Library (1907)—REGIONAL-. 
Idaho State University Library (1908) 

Ricks College, David O. McKay Library (1946) _-_- 
College of Southern Idaho Library (1970) 


ILLINOIS 


Illinois Wesleyan University Libraries (1964) 

Southern Illinois University Library (1932) 

Blackburn College Library (1954)____-- REC See 

Shawnee Library System (1971) 

ar oe of Illinois Law Library, College of Law 
1965 


Eastern Illinois Univeristy, Booth Library (1962)-__- 

Field Museum of Natural History Library (1963)-__- 

Chicago Public Library (1876) 

Chicago State University Library (1954) 

John Crerar Library (1909) 

Loyola University of Chicago, E. M. Cudahy Memo- 
orial Library (1966) 

Newberry Library (1890) 

Northeastern Illinois University Library (1961) 

University of Chicago Law Library (1964 

University of Chicago Library (1897) 

University of Illinois, Chicago Circle Campus Li- 
brary (1957) 

Decatur Public Library (1954) 

Northern Illinois University, Swen Franklin Parson 
Library (1960) 

Southern Illinois University, Lovejoy Memorial 
Library (1959) 

Principia College, Marshall Brooks Library (1957)-_- 

Northwestern University Library (1876) 

Freeport Public Library (1905) 

Galesburg Public Library (1896) 

MacMurry College, Henry Pfeiffer Library (1929) -. 

Olivet Nazarene College, Memorial Library (1946) -_- 

Lake Forest College, Donnelley Librar 

McKendree College, Holman Library (1968) 

Illinois Benedictine College, Theodore F. Lownik 
Library (1911) 





Lockport 
Macomb 
Moline 


Monmouth 
Normal 
Oak Park 
Palos Hills 
Peoria 


River Forest 
Rockford 
Springfield 
rbana 
Wheaton 
Woodstock 


Anderson 
Bloomington 
Crawfordsville 
Evansville 


Fort Wayne 


Gary 


Greencastle 
Hammond 
Hanover 
Huntington 
Indianapolis 


Jeffersonville 
Kokomo 


Lafayette 
Muncie 


Notre Dame 


Rensselaer 
Richmond 


South Bend 
Terre Haute 


Valparaiso 
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List oF Deposrrory LiBpRARTES 


ILLINOIS—Continued 


lanes + ated of Science and Technology Library 

195 

waeen Illinois University Memorial Library 
1962 

a _— College, Learning Resources Center 
1970 

Monmouth College Library (1860) 

Illinois State University, Milner Library (1877) __-- 

Oak Park Public Library (1963) 

Moraine Valley Community College Library (1972)-_ 

Bradley University, Cullom Davis Library (1963) -- 

Peoria Public Library (1883) 

Rosary College Library (1966) 

Rockford Public Library (unknown) 

Illinois State Library (unknown)—REGIONAL__-- 

University of Illinois Library (1907) 

Wheaton College Library (1964) 

Woodstock Public Library (1963) 


INDIANA 


Anderson College, Charles E. Wilson Library (1959) - 

Indiana University Library (1881) 

Wabash College, Lilly Library (1906) 

eaeas) and Vanderburgh County Public Library 

Indiana State University, Evansville Campus 
Library (1969) 

Indiana-Purdue Universities, Regional Campus 
Library (1965) 

Public Library of Fort Wayne and Allen County 


Gary Public Library (1943) 

sei University, Northwest Campus Library 

De Pauw University, Roy O. West Library (1879)-- 

Hammond Public Library (1964) 

Hanover College Library (1892) 

Huntington College Library (1964) 

Butler University, Irwin Library (1965) 

Indiana State Library (unknown) —REGIONAL_-_- 

Indiana University, A= Library (1967) 

Indianapolis Public Library (1906) 

amine) University, Southeastern Campus Library 

Indiana University, Kokomo Regional Campus 
Library (1969) 

Purdue University Library (1907) 

Ball State University Library (1959) 

Muncie Public Library (1906) 

University of Notre Dame, Memorial Library 


St. Joseph’s College Library (1964) 

Earlham College, Lilly Library (1964) 

Morrison-Reeves Library (1906) 

Indiana University at South Bend Library (1965) -- 

Indiana State University, Cunningham Memorial 
Library (1906) 

versa University, Moellering Memorial Library 





Ames 

Cedar Falls 
Council Bluffs 
Des Moines 
Dubuque 
Fairfield 


Grinnell 
Iowa City 


Lamoni 
Mount Vernon 


Orange City 
Sioux City 


Atchison 
Baldwin City 
Colby 
Emporia 
Hays 


Hutchinson 
Lawrence 


Manhattan 
Pittsburg 


Salina 


Topeka 


Wichita 


Ashland 
Barbourville 


Bowling Green 


Covington 
Danville 
Frankfort 


Lexington 
Louisville 


Morehead 
Murray 
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IOWA 


Iowa State University of Science and Technology 
Library (1907) 

University of Northern Iowa Library (1946) 

Free Public Library (1885) 

Drake University, Cowles Library (1966) 

Iowa State Traveling Library (unknown) 

Public Library of Des Moines (1888) 

Carnegie-Stout Public Library (unknown) 

Loras College, Wahlert Memorial Library (1967) --_- 

Parsons College Library Branch of Fairfield Public 
Library (1862) 

Grinnell College, Burling Library (1874) 

University of Iowa, Law Library (1968) 

University of Iowa Library (1884)—REGIONAL-- 

Graceland College, Frederick Madison Smith 
Library (1927) 

Cornell College, Russell D. Cole Library (1896) .--- 

Northwestern College, Ramaker Library (1970)..... 196A 

Sioux City Public Library (1894) 


KANSAS 


Benedictine par, Paco (1965) 
Baker University Library (1908) 
Colby ene Junior College Library (1968) ---- 
Kansas State Teachers College, William Allen 
White Library (1909) 
Fort Hays Kansas State College, Forsyth Library 
(1926) 
Hutchinson Public Library (1963) 
University of Kansas, Watson Library (1869) 
University of Kansas Law Library (1971) 
Kansas State University, Farrell Library (1907) 
Koeee — College of Pittsburg, Porter Library 
195 
Keen) Wesleyan University, Memorial Library 
930 
Kansas State Historical Society Library (1877) 
Kansas State Library (unknown) 
bab i University of Topeka, Law Library 
1971 
Wichita State University Library (1901) 


KENTUCKY 


Ashland Public Library (1946) 
— + ant Abigail E. Weeks Memorial Library 
95 

Western Kentucky University, Cravens Graduate 

Center and Library (1934) 
Thomas More College Library (1970) 209 
Centre College, Grace Doherty Librar 217A 
Kentucky Department of Libraries (1967) 211A 
Kentucky State University, Blazer Library (1972).. 207A 
State Law Library (unknown) 207 
University of Kentucky, Law Library (1968) 
University of MAIN i Margaret I. King Library 

(1907) —REGIONA 
Louisville Free Public Library (1904) 
a of Louisville, Belknap Campus Library 

19 


Morehead State University, Johnson Camden 
Library (1955) 
Murray State University Library (1924) 





Owensboro 
Pikeville 
Richmond 


Baton Rouge 


Eunice 
Hammond 
Lafayette 
Lake Charles 
Monroe 
Natchitoches 


New Orleans 


Pineville 
Ruston 


Shreveport 


Thibodaux 


Augusta 
Bangor 
Brunswick 
Castine 


Lewiston 
Orono 


Portland 


Springvale 
Waterville 


Annapolis 
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KENTUCK Y—Continued 


Kentucky Wesleyan College Library (1966) 

Pikeville College Library (1947) 

Eastern Kentucky University, John Grant Crabbe 
Library (1966) 


LOUISIANA 


Louisiana State University Law Library (1929) 

Louisiana State University Library (1907)— 
REGIONAL 

Southern University Library (1952) 

Louisiana State University at Eunice, LeDoux Li- 
I a A ee ee oF 

Southeastern Louisiana University, Sims Memorial 
Library (1966) 

University of Southwestern Louisiana Library 
(1938) 

McNeese State University, Frazar Memorial Library 
(1941) 

Northeast Louisiana University, Sandel Library 
(1963) 

Northwestern State College of Louisiana, Russell 
Library (1887) 

Isaac - nanan College, Moss Technical Library 
(REL CR AL ESS ae 

Law Library of Louisiana (unknown) 

Louisiana State University in New Orleans Library 


Loyola University Library (1942) 

New Orleans Public Library (1883) 

Southern University in New Orleans Library (1962) -- 

Tulane University, Howard-Tilton Memorial Li- 
brary (1942) 

Louisiana College, Richard W. Norton Memorial 
BENE Clpeieicntvenkseuckssdbicndssccadecucne 

Louisiana Technical University Library (1896)— 
REGIONAL 

Loan. State University at Shreveport Library 
(196 

Shreve Memorial Library (1923) 

Francis T. Nicholls State College, Leonidas Polk Li- 
brary (1962) 


MAINE 


Maine State Library (unknown) 

Bangor Public Library (1884) 

mart 95) College, Hawthorne-Longfellow Library 

Maine Maritime Academy, Nutting Memorial Li- 
brary (1969) 

Bates College Library (1883) 

University of Maine, Raymond H. Fogler Library 
(1907) —REGIONAL 

Portland Public Library (1884) 

University of Maine Law Library (1964) 

Nasson College Library (1961) 

Colby College Library (1884) 


MARYLAND 


Maryland State Library (unknown) 
U.S. Naval Academy Library (1895) 
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MARYLAND—Continued 


Baltimore Enoch Pratt Free Library (1887) 
Johns Hopkins University, Milton S. Eisenhower 
eg (1882) 
Morgan State College, Soper Library (1940) 
bars 1 of Maryland, Baltimore County Library 
1971 
Univea)”, of Maryland, School of Law Library 
1969)_ 
Bel Air Harford Community College Library (1967) 
Chestertown Washington College, Chester M. Miller Library 


(189 1)_ 
College Park 


Frostburg eae phere College Library (1967) 

Germantown Atomic Energy Commission Library (1963) 

Patuxent River Naval Air Station Library (1968) 

Rockville Maw County Department of Public Libraries 
1951 


Salisbury Salisbury State Coliege, Blackwell Library (1965)-__. osT A 
Towson Goucher ae Julia Rogers Library (1966) 248A 
Westminster Western Maryland College Library (1896) 


MASSACHUSETTS 


Amherst Amherst College Library (1884) 
Unioun of Massachusetts, Goodell Library 
1 
Belmont Belmont Memorial Library (1968) 
Boston Boston Athenaeum Library (unknown) 
Boston College, Bapst Library (1963) 
Boston Public Library (1859)—REGIONAL 


Northeastern University, Dodge Library (1962)_... 268B 
State Library of Massachusetts (unknown) 253 
Brookline Public Library of Brookline (1925) 
Cambridge Harvard College Library (1860) 
“a Institute of Technology Libraries 
1946 
Chico Our Lady of the Elms College Library (1969) 
Lowe Lowell Technological Institute, Alumni Memorial 
Library (1952) 
i — Public Library (1953) 
arlborough arlborough Public Library (1971) 
Medford Tufts University Lib (1899) 
Milton Curry College Library (1972) 
New Bedford New Bedford Free Public Libr 
North Dartmouth o_o, Massachusetts ‘hiverity Library 
5 
North Easton Stonehill Comeam | nena 
Springfield Springfield City Li 
altham Brandeis University, 
Wellesley Wellesley College Library (1943) 
Wenham Gordon College, Winn Library (1963) 
Williamstown Williams College Library (unknown) 
Wilmington Wilmington Memorial Library (1971) 
Worcester American Antiquarian Society Library (1814) 
University of Massachusetts, Medical 
Library (1972) 
Worcester Public Library (1859) 


MICHIGAN 


Albion College, Stockwell Memorial Lbrary (1966)... 279B 
Grand Valley State College Library (1963) 
Alma College, Monteith Library (1963) 





Ann Arbor 


Battle Creek 
Benton Harbor 
Bloomfield Hills 
Dearborn 


Detroit 


Dowagiac 
East Lansing 


Escanaba 
Farmington 
Flint 

Grand Rapids 


Houghton 
Jackson 
Kalamazoo 


Lansing 
Livonia 
Marquette 


Mt. Clemens 
Mt. Pleasant 
Muskegon 
Petoskey 
Port Huron 
Rochester 
Saginaw 
Traverse City 


University Center 


Ypsilanti 


Bemidji 
Collegeville 
Duluth 
Mankato 
Minneapolis 


Moorhead 
Morris 
Northfield 


St. Cloud 
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List oF Deposrrory LisRARIEs 


MICHIGAN—Continued 


(1971) 


Great Lakes Basin Lib: 
arlan Hatcher Library 


University of Michigan, 


(1884) 

Willard Library (1876) 

Benton Harbor Public Library (1907) 

Cranbrook Institute of Science Librar 

Henry Ford Centennial Library (1969 

Henry Ford Community College Library (1957). _- 

Detroit Public Library (1868)--REGIONAL 

Marygrove College Lib (1965) 

Mercy College of Detroit Library (1965) 

University of Detroit Library (1884) 

Wayne a Library (1957) 

Wayne State University Law Library (1971) 

Wayne State Univestity Library (1937) 

Southwestern Michigan College Library (1971) 

Michigan State University, Law Library (1971)__-- 

Michigan State University Library (1907) 

Michigan State Library, Upper Peninsula Branch 
(1964) 

Martin Luther King Learning Resources Center, 
Oakland Community College (1968) 

Charles Stewart Mott Library (1959) 

Flint Public Lib (1967) 

Grand Rapids Public Library (1876) 

Calvin College Library (1967) 

Michigan Technological University Library (1876) _- 

Jackson Public Library (1965) 

Kalamazoo Library System (1907) 

Western Michigan University, Dwight B. Waldo 
Library (1963 

Michigan State Library (unknown)—REGIONAL. 

Schoolcraft College Library (1962) 

Northern Michigan University, 
(1963) 

Macomb County Library (1968) 

Central Michigan University Library (1958) 

Hackley Public Library (1894) 

North Central Michigan College veg pana 

Saint Clair County Library S — (187 

Oakland University, ano 

Hoyt Public Libra 

Northwestern Michigan ¢ 
Library (1964) 

Delta College pean (1963) 

Eastern Michigan University Library (1965) 


MINNESOTA 


Bemidji State College, A. C. Clark Library (1963) - ~~ 

St. John’s University, Alcuin Library (1954) 

Duluth Public Library (1909) 

Mankato State College Memorial Library (1962) _._. 

Anoka County Library (1971) 

Hennepin County Library (1971) 

Minneapolis Public aoe, A i 

pe i A of coments ilson Library (1907)— 
REGI 

Moorhead wes College Library (1956) 

University of Minnesota at Morris Library (1963) - ~- 

Carleton College Library (1930) 

St. Olaf College, Rolvaag Memorial Library (1930) - - 

St. Cloud State College Library (1962) 


liege, Mark Osterlin 





SepremBer 1972 


MINNESOTA—Continued 


St. Paul Minnesota Historical Society Library (1867) 
Minnesota State Law Libr ( 
St. Paul Public “inotey (i914). 
Saint Peter Gustavus Adolphus College Library (1941) 
Stillwater Stillwater Public Library (1893) 
Willmar Crow River Regional Library (1958) 
Winona Winona State College, Maxwell Library (1969) 


MISSISSIPPI 


Columbus Mississippi State College for Women, J. C. Fant 
Memorial Library (1929) 
Hattiesburg University of Southern Mississ 
Jackson Jackson State College Library 
Millsaps College, Millsaps-Wilson Library (1963)... 310 
Mississippi Library Commission (1947) 311 
Mississippi State lew Library (unknown) 
Lorman Aer Agricultura and Mechanical College Library 
1970 
State College Mississippi State University, Mitchell Memorial 
Library (1907) 
University University of Mississippi Library (1883) 
Uneen of Mississippi, School of Law Library 
1967) 


MISSOURI 


Cape Girardeau cone. Missouri State College, Kent Library 
1916 
Columbia University of Missouri Library (1862) 
Fayette Central Methodist College Library (1962) 
Fulton Westminster College, Reeves Librar 
Jefferson City Lincoln University, Inman E. Page Library (1944)_. 322 
Missouri State Library (1963) 334B 
Missouri Supreme Court Library (unknown) 320 
Joplin Missouri Southern State College Library (1966)__.. 330C 
Kansas City Kansas City Public Library (1881) 
Rockhurst College Library (1917) 
University of Missouri at Kansas City, General 
Library (1938) 
Kirksville Northeast Missouri State Teachers College, Pickler 
Memorial Library (1966) 
William Jewell College Librar 
University of Missouri at Rolla Library (1907) 
St. Joseph Public Library (1891) 
St. Louis St. Louis County Library (1970) 
St. Louis Public Library (1866) 
St. Louis University, Law Libr. (1967) 
“ 9 University, Pius XII Memorial Library 
1866 
University of Missouri at St. Louis, Thomas Jeffer- 
son Library (1966) 
a n University, John M. Olin Library 
Springfield Drury College, Walker Library (1874) 
Southwest Missouri State College Library (1963)... 330B 
Warrensburg Central Missouri State College, Ward Edwards 


Library (1914) 
MONTANA 


Eastern Montana College Library (1924) 

Montana State University Library (1907) 

Montana College of Mineral Science and Technology 
Library (1901) 





Helena 


Missoula 


Blair 
Crete 
Fremont 
Kearney 


Lincoln 


Scottsbluff 
Wayne 


Carson City 
Las Vegas 


Reno 


Concord 
Durham 
Franconia 
Hanover 
Henniker 
Manchester 


Nashua 


Bayonne 
Bloomfield 
Bridgeton 
Camden 


Convent Station 


East Orange 
Elizabeth 
Glassboro 


Hackensack 
Irvington 
Jersey City 


Madison 
Mahwah 


Mount Holly 
New Brunswick 


Newark 


Last oF Deposrrory LiIpRARIES 


MONTANA—Continued Deposi- 
tory No. 


Montana Historical Society Library (unknown)__.. 338 
Montana State Library (1966) 342 
University of Montana Library (1909)—-REGIONAL_ 341 


NEBRASKA 


Dana College, Dana-LIFE Library (1924) 

Doane College, Whitin Library (1944) 

Midland Lutheran College Library (1924) 

Kearney State College, Calvin T. Ryan Library 
(1962) 

Nebraska Publications Clearinghouse, Nebraska 
Library Commission (1972) 

Nebraska State Library (unknown) 

University of Nebraska, Don L. Love Memorial 
Library (1907) 

Creighton University, Alumni Library (1964) 

Omaha Public Library (1880) 

University of Nebraska at Omaha, Gene Eppley 
Library (1939) 

Scottsbluff Public Library (1925) 

Wayne State College, U.S. Conn Library (1970)_... 347A 


NEVADA 


Nevada State Library (unknown) 

University of Nevada at Las Vegas, James R. 
Dickinson Library (1959) 

University of Nevada Library (1907)—REGIONAL. 353 


NEW HAMPSHIRE 


New Hampshire State Library (unknown) 
University of New Hampshire Library (1907) 
Franconia College Library (1972) 
Dartmouth College, Baker Library (1884) 
New England Co lege Library (1966) 
Manchester City Library (1884) 

St. Anselm’s College, Geisel Library (1963) 
Nashua Public Library (1971) 


NEW JERSEY 


Bayonne Free Public Library (1909) 

Free Public Library of Bloomfield (1965) 

Cumberland County Library (1966) 

Rutgers University-Camden Library (1966) 

College of St. Elizabeth, Sohener Livery (1938) _ - 

East Orange Public Library (1966) 

Free Public Library of Elizabeth (1895) 

Glassboro State College, Savitz Learning Resource 
Center (1963) 

Johnson Free Public Library (1966) 

Free Public Library of Irvington (1966) 

Free Public Library of Jersey City (1879) 

Jersey City State College, Forrest A. Irwin Library 
(1963) 

Drew University, Rose Memorial Library (1939) __- 

Ramapo College Library (1971) 

Burlington County Library (1966) 

Free Public Library (1908) 

Rutgers University Library (1907) 

ne mee Public Library (1906)—REGIONAL 
— ers-The State University, John Cotton Dana 

rary (1966) 





Passaic 
Plainfield 
Pomona 
Princeton 
Rutherford 


Shrewsbury 
South Orange 
Teaneck 
Toms River 


Trenton 


Upper Montclair 


Wayne 


West Long Branch 


Woodbridge 


Albuquerque 
Hobbs 

Las Cruces 
Las Vegas 


Portales 
Sante Fe 


Albany 


Auburn 
Bayside 
Binghamton 
Brockport 
Bronx 


Bronxville 
Brooklyn 


Buffalo 


Canton 
Corning 


Cortland 


474-142 O - 72 - 10 
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NEW JERSE Y—Continued 


Passaic Public Library (1964) 

Plainfield Public ae (1971) 

Stockton State College Library (1972) 

Princeton University Library (1884) 

Fairleigh Dickinson University, Messler Library 
(1953) 

Monmouth County Library (1968) 

Seton Hall University Library (1947) 

Fairleigh Dickinson University, Teaneck Campus 
Library (1963) 

Oeret County College Learning Resources Center 
1966) 

New Jersey State Library, Law and Reference Bu- 
reau, Department of Education (unknown) 

Trenton Free Public Library (1902) 

ea State College, Harry A. Sprague Library 
196 

Wayne Public Library (1972) 

ar College, Guggenheim Memorial Library 
1963 

Free Public Library of Woodbridge (1965) 


NEW MEXICO 


University of New Mexico, Zimmerman Library 
(1896) —REGIONAL 

New Mexico Junior College, Pannell Library (1969) -_ 

New Mexico State University Library (1907) 

New Mexico Highlands University, Donnelly 
Libr. (1913) 

Eastern New Mexico University Library (1962) ___- 

New Mexico State Library (1960) —REGIONAL__- 

Supreme Court Law Library (unknown) 


NEW YORK 


mm -- Library (1972) 

Queensborough veg my, 4 College Library (1972) _ 

State University of New York at Binghamton Li- 
brary (1962) 

State University of New York, Drake Memorial 
Library (1967) 

Herbert H. Lehman College Library (1967) 

Sarah Lawrence College Library (1969) 

Brooklyn College Library (1936) 

Brooklyn Public Library (1908) 

a Institute of Brooklyn, Spicer Library 
(1963 


Pratt Institute Library (1891) 

State University of New York, Downstate Medical 
Center Library (1958) 

Buffalo and Erie County Public Library (1895) -_ ~~ 

State University of New York at Buffalo, Lockwood 
Memorial Library (1963) 

St. — University, Owen D. Young Library 
(1920 

Corning Community College, Arthur A. Houghton, 
Jr. Library (1963) 

State University of New York, College at Cortland, 
Memorial Library (1964) 





Delhi 


Douglaston 
Elmira 


Farmingdale 


Flushing 
Garden City 


Geneseo 
Greenvale 


Hamilton 
Hempstead 
Huntington 
Ithaca 
Jamaica 


Kings Point 


Mount Vernon 


New Paltz 


New York City 


Newburgh 
Oakdale 
Oneonta 


Oswego 
Plattsburgh 


Potsdam 


Poughkeepsie 


Purchase 


Rochester 


St. Bonaventure 


Saratoga Springs 


Schenectady 
Staten Island 


(Grymes Hill) 


Stony Brook 


Syracuse 
Troy 
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Last oF Deposrrory Lisrarirs 


NEW YORK—Continued 


State University Agricultural and Technical College 
Library (1970) 

Cathedral College Library (1971) 

Elmira College, Gannett-Tripp Learning Center 
(1956) 

State University Agricultural and Technical In- 
stitute at Farmingdale Library (1917) 

Queens College, Paul Klapper Library (1939) 

Adelphi University, Swirbul Library (1966) 

Nassau Library System (1965) 

State University College, Milne Library (1967)____- 

C. W. Post College, B. Davis Schwartz Memorial 
Library (1964) 

Colgate University Library (1902) 

Hofstra University Library (1964) 

Huntington Public Library (1966) 

Cornell University Library (1907) 

New York State Colleges of Agriculture and Home 
Economics, Albert R. Mann Library (1943)_----- 

Queens Borough Public Library (1926) 

St. John’s University Library (1956) 

U.S. Merchant Marine Academy a (1962) ___- 

Mount Vernon Public Library (1962 

State University College Library (1965)._.___._.-- 

City University of New York, City College Library 
(1884) 

College of Insurance, Ecker Library (1965) 

Columbia University Libraries (1882) 

Cooper Union Library (1930) 

Fordham University Library (1937) 

New York Law Institute Library (1909) 

New York Public Library (Astor Branch) ( — 

New York Public Library (Lenox Branch) (1884)-__- 

New York University Libraries (1967) 

New York University, University Heights Gould 
Memorial Library 

State University of New York, Maritime College 
Library (1947) 

Newburgh Free Library (1909) 

Dowling College Library (1965) 

State University College, James M. Milne Library 


State University College, Penfield Library (1966) --- 

State University College, Benjamin F. Feinberg 
Library (1967) 

Clarkson College of Technology, 
Burnap Memorial Library (1938) 

State University College, Frederick W. Crumb 
Memorial Library (1964) 

Vassar College Library (1943) 

State University of New York, College at Purchase 
Library (1969) 

Rochester Public Library (1963) 

University of Rochester Library (1880) 

St. Bonaventure College, Friedsam Memorial Li- 
brary (1938) 

Skidmore College Library (1964) 

Union College, Schaffer Library (1901) 

Wagner College, Horrmann Library (1953) 


Harriet Call 


State University of New York at Stony Brook 
Library (1963) 

Syracuse University Library (1878) 

Se ee 


Deposi- 


tory No. 


430 


436A 


4U9 


394 
426 
420A 





Utica 
West Point 
Yonkers 


Asheville 


Boone 
Buies Creek 


Chapel Hill 
Charlotte 


Cullowhee 
Davidson 
Durham 


Elon College 
Fayetteville 


Greensboro 


Greenville 
Laurinburg 
Lexington 
Mount Olive 
Murfreesboro 


Pembroke 
Raleigh 


Rocky Mount 
Salisbury 
Wilmington 
Wilson 


Winston-Salem 


Bismarck 


Dickinson 
Fargo 
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Utica Public Library (1885) 
U.S. Military Academy Library (unknown) 
Yonkers Public Library (1910) 


NORTH CAROLINA 


University of North Carolina at Asheville, D. Hiden 
Ramsey Library (1965) 

Appalachian State University Library (1963) 

Conan). College, Carrie Rich Memorial Library 
1965 

University of North Carolina Library (1884)— 
REGIONAL 

Public m0.) of Charlotte and Mecklenburg 
County (1964 

Queens College. Everett Library (1927) 

University of North Carolina at Charlotte, Atkins 
Library (1964) 

Western Carolina University, Hunter Library 
(1953) 

Davidson College, Hugh A. & Jane Grey Memorial 
Library (1893) 

Duke University, William R. Perkins Library 
(1890) 

Elon College Library (1971) 

ae State University, Chestnutt Library 
1971 

North Carolina Agricultural and Technical State 
University, F. D. Bluford Library (1937) 

University of North Carolina at Greensboro, Walter 
Clinton Jackson Library (1963) 

~~ — University, J. Y. Joyner Library 
1 

St. Andrews Presbyterian College, DeTamble Li- 
brary (1969) 

Davidson County Public Library System (1971)__-- 

Mount Olive College, Moye Library (1971) 

Chowan College, Whitaker Library (1963) 

Pembroke State University Library (1965) 

North Carolina State Library (unknown) 

North Carolina State University, D. H. Hill 
Library (1923) 

Wake County Public Libraries (1969) 

North Carolina Wesleyan College Library (1969) _-- 

Catawba College Library (1925) 

University of North Carolina at Wilmington, 
William M. Randall Library (1965) 

Atlantic Christian College, Clarence L. Hardy 
Library (1930) 

Forsyth County Public Library System (1954) 

Wake Forest University, Z. Smith Reynolds 
Library (1902) 


NORTH DAKOTA 


State Historical Society of North Dakota (1907)... 

North Dakota State Law Library (unknown) 

State Library Commission Library (1971) 

Veterans Memorial Public Library (1967) 

Dickinson State College Library (1968) 

Fargo Public Library (1964) 

North Dakota State University Library (1907)— 
REGIONAL, in cooperation with University of 
— Dakota, Chester Fritz Library at Grand 





List oF Deposrrory LIBRARIES 


Deposi- 


NORTH DAKOTA—Continued 
tory No. 


Grand Forks 


Minot 
Valley City 


Ada 
Akron 


Alliance 
Ashland 
Athens 
Bluffton 
Bowling Green 
Canton 
Chardon 
Cincinnati 


Cleveland 


Columbus 


Dayton 


Delaware 


Elyria 
Findlay 
Gambier 
Granville 
Hiram 


Kent 
Marietta 
Middletown 


New Concord 
Oberlin 
Oxford 
Portsmouth 
Rio Grande 


Springfield 
Steubenville 


bad of North Dakota, Chester Fritz Library 
1890) 

Minot State College, Memorial Library (1925) 
State College Library (1913) 


OHIO 


Ohio Northern University, J. P. Taggart Law 
Library (1965) 

Akron Public Library (1952) 

University of Akron Library (1963) 

Mount Union College Library (1888) 

Ashland College Library (1938) 

Ohio University Library (1886) 

Bluffton College, Musselman Library (1951) 

Bowling Gaon State University Library (1933) ___- 

Malone College, Everett L. Cattell Library (1970) __ 

Geauga County Public Library (1971) 

Public Library of Cincinnati and Hamilton County 


University of Cincinnati Library (1929) 

Case Western Reserve University, Freiberger Li- 
brary (1913) 

Cleveland Heights-University Heights Public Li- 
brary (1970) 

Cleveland Public Library (1886) 

Cleveland State University Library (1966) 

John Carroll University, weny Fy (1963) ___ 

Municipal Reference Library (1970) 

Capital University Library (1968) 

Columbus Public Library (1885) 

Ohio State Library (unknown) —REGIONAL 

Ohio State University Library (1907) 

a Montgomery County Public Library 
a» EE ee ee eee ae 

be ed of Dayton, Albert Emanuel Library 
1969 

Wright State University yy (1965) 

ar Wesleyan University, L. A. Beeghly Library 
Ee ee ay ee 0 Ee 

Elyria Public Library (1966) 

Findlay College, Shafer Library (1969) - 

Kenyon College Library (1873) 

Denison University Library (1884)_.....___.._-.__ 

~~ _— Teachout-Price Memorial Library 
1874 

Kent State University Library (1962) 

Marietta College, Dawes Memorial Library (1884) _- 

Miami University at Middletown, Gardner-Harvey 
Library (1970) - 

Muskingum College Library (1966) 

Oberlin College Library (1858) 

Miami University, Alumni Library (1909) 

Portsmouth Public Library (unknown) 

“a Grande College, Jeanette Albiez Davis Library 
1966 


Warder Public Library (1884) 
College of Steubenville, Starvaggi Memorial Library 
(1971) 
— Library of Steubenville and Jefferson County 
1950 


471 
460A 
471B 





Toledo 


Westerville 
Wooster 
Youngstown 


Ada 
Alva 
Bartlesville 


Bethany 


Durant 
Edmond 
Enid 
Langston 


Muskogee 
Norman 


Oklahoma City 


Shawnee 
Stillwater 
Tahlequah 


Tulsa 
Weatherford 


Ashland 
Corvallis 
Eugene 
Forest Grove 
La Grande 


Me Minnville 
Monmouth 
Portland 


Salem 


Allentown 
Altoona. 
Bethlehem 
Carlisle 
Cheyney 


Collegeville 
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OH1IO—Continued 


Toledo-Lucas County Public Library (1884) 

University of Toledo Library (1963) 

Otterbein College, Centennial Library (1967) 

College of Wooster, the Andrews Library (1966) ____ 

Public Library of Youngstown and Mahoning 
County (1923) 

Youngstown State University Library (1971) 


OKLAHOMA 


East Central State College, Linscheid Library (1914) _ 

Northwestern State College Library (1907) 

Bureau of Mines, Petroleum Research Center Li- 
ERE SE Tees i ore See catrieiice anil 

Bethany Nazarene College, R. T. Wiiliams Library 
(1971) 

Southeastern State College Library (1929) 

Central State University Library (1934) 

Public Library of Enid and Garfield County (1908) _ 

Langston University, G. Lamar Harrison Library 
(1941) 

Muskogee Public Library (1971) 

University of Oklahoma Libraries (1893) 

Oklahoma City University Library (1963) 

Oklahoma Department of Libraries (1893)— 
REGIONAL 

Oklahoma Baptist University Library (1933) 

Oklahoma State University Library (1907) 

Northeastern State College, John Vaughan Library 
(1923) 

Tulsa City-County Library Commission (1963) 

University of Tulsa, McFarlin Library (1929) 

Southwestern State College Library (1958) 


OREGON 


Southern Oregon College Library (1953) -_---- seman 

Oregon State University Library (1907) 

University of Oregon Library (1883) 

Pacific University Library (1897) 

Eastern Oregon College, Walter M. Pierce Library 
fee See eee a ae 

Linfield College, Northup Library (1965) 

Oregon College of Education Library (1967) 

Department of the Interior, Bonneville Power Ad- 
ministration Library (1962) 

Lewis a Clark College, Aubrey R. Watzek Library 
(1967 

Library Association of Portland (1884) 

Portland State University Library (1963)—RE- 


Reed College Library (1912) 
Oregon State Library (unknown) 
Williamette University Library (1969) 


PENNSYLVANIA 


Muhlenberg College, Haas Library (1939) 

Altoona Public Library (1969) 

Lehigh University, Linderman Library (1876) 

Dickinson College, Boyd Lee Spahr Library (1947) - 

Cheyney State College, Leslie Pinckney Hill Library 
(1947) 

Ursinus College, Myrin Library (1963) 





Doylestown 
East Stroudsburg 


Erie 
Greenville 
Harrisburg 


Haverford 
Hazleton 
Indiana 


Johnstown 
Lancaster 


Lewisburg 


Mansfield 
Meadville 
Millersville 
Monessen 
New Castle 
Newtown 
Norristown 


Philadelphia 


Pittsburgh 


Pottsville 
Reading 
Scranton 
Slippery Rock 
Swarthmore 
University Park 
Villanova 
Warren 


Washington 


Waynesburg 
West Chester 


Wilkes-Barre 


Williamsport 
York 


Mayaguez 


Ponce 
Rio Piedras 


Kingston 
Newport 
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List oF Deposrrory LiBRARIES 


PENNSYLVANIA—Continued 


Bucks County Free Library, Center County Library 
(1970) 

East Stroudsburg State College, Kemp Library 
(1966) 

Erie Public Library (1897) 

Thiel College, Langenheim Memorial Library (1963) - 

State Library of Pennsylvania (unknown)—RE- 
GIONAL 

Haverford College Library (1897) 

Hazleton Area Public Library (1964) 

Indiana University of Pennsylvania, Rhodes R. 
Stabley Library (1962) 

Cambria Public Library ESR eee, ree 

wo and Marshall College, Fackenthal Library 
(1895 

Bucknell University, Ellen Clarke Bertrand Library 
(1963) 

Mansfield State College Library (1968) 

Allegheny College, Reis Library (1907) 

Millersville State College, Ganser Library (1966) __- 

Monessen Public Library (1969) 

New Castle Free Public Library (1963) 

Bucks County Community College Library (1968) -- 

Montgomery County-Norristown Public Library 
(1969) 

Drexel University Library (1963) 

Free Library of Philadelphia (1897 

Temple University, Samuel Paley Library (1947) _-- 

University of Pennsylvania Library (1886) 

Bureau of Mines, Pittsburgh Research Center 
Library (1962) 

Carnegie Library of Pittsburgh, Allegheny Regional 
Branch (1924) 

Carnegie Library of Pittsburgh (1895) 

University or Pittsburgh, Hillman Library (1910) -- 

Pottsville Free Public Library (1967) 

Reading Public Library (1901) 

Scranton Public Library (1895) 

Slippery Rock State College, Maltby Library (1965) - 

Swarthmore College Library (1923)_._..._.-------- 

Pennsylvania State University Library (1907) 

Villanova University, School of Law Library (1964) - 

Warren Library Association, Warren Public Library 
(1885) 

Washington and Jefferson College, Memorial 
Library (1884) 

Waynesburg College Library (1964) 

West Chester State College, Francis Harvey Green 
Fe de, Ee cain ane ileal 

King’s College, Corgan Library (1949) 

Lycoming College Library (1970). __.-_. --------- 

York Junior College Library (1963) 


PUERTO RICO 


University of Puerto Rico, Mayaguez Campus 
Library (1928) 

Catholic University of Puerto Rico Library (1966) -_- 

University of Puerto Rico General Library (1928) -- 


RHODE ISLAND 


University of Rhode Island Library (1907) 
Naval War College Library (1963) 


Deposi- 
tory No. 





Providence 


Warwick 
Westerly 


Charleston 


Clemson 
Columbia 


Due West 
Florence 
Greenville 


Greenwood 
Orangeburg 


Rock Hill 
Spartanburg 


Aberdeen 
Brookings 


Rapid City 
Sioux Falls 
Spearfish 
Vermillion 


Yankton 


Bristol 
Chattanooga 
Clarksville 
Cookeville 
Jackson 
Jefferson City 
Johnson City 
Knoxville 


Martin 
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RHODE ISLAND—Continued 


Brown University, John D. Rockefeller, Jr. Library 
(unknown) 

Providence College, Phillips Memorial Library 
(1969) 

Providence Public Library (1884) 

Rhode Island College Library (1965) 

Rhode Island State Library (before 1895) 

Warwick Public Library (1966) 

Westerly Public Library (1909) 


SOUTH CAROLINA 


Baptist College at Charleston Library (1967) 

College of Charleston Library (1869) 

The Citadel Memorial Library (1962) 

Clemson University Library (1893) 

Benedict College, Starks Library (1969) 

Columbia my e Library (1966) 

South Carolina State Library (before 1895) 

University of South Carolina Undergraduate Li- 
brary (1884) 

Erskine College, McCain Library (1968) 

Florence County Library (1967) 

F — College, James A. Rogers Library 
(1970 

Furman University Library (1962) 

Greenville County Library (1966) 

Lander College Library (1967) 

— —— State College, Whittaker Library 
1953 

Winthrop College Library (1896) 

Spartanburg County Public Library (1967) 


SOUTH DAKOTA 


Northern State College Library (1963) 

South Dakota State Uaboceatiy, Lincoln Memorial 
Library (1889) 

Rapid City Public Library (1963) 

South Dakota School of Mines and Technology 
Library (1963) 

Augustana College, Mikkelsen Library and Learn- 
ing Resources Crater (1969) 

Carnegie Free Public Library (1903) 

Black Hills State College Library (1942) 

University of South Dakota, I. D. Weeks Library 
(1889) 

Yankton College, Corliss Lay Library (1904) 


TENNESSEE 


King College Library (1970) 

Chattanooga Public Library (1907) 

Austin Peay State University, Felix G. Woodward 
Library (1945) 

Tennessee Technological University, Jere Whitson 
Memorial Library (1969) 

Lambuth College, Luther L. Gobbel Library (1967) - 

Carson-Newman College Library (1964) 

at reece State University, Sherrod Library 
1942 

University of Tennessee Law Library (1971) 

University of Tennessee Library (1907) 

University of Tennessee at Martin Library (1957) -_- 
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Memphis 


Morristown 
Murfreesboro 


Nashville 


Sewanee 


Abilene 
Arlington 


Austin 


Baytown 
Beaumont 
Brownwood 


Canyon 
College Station 


Commerce 


Corsicana 
Dallas 


Menton 
Edinburg 
El Paso 
Fort Worth 
Galveston 
Houston 
Huntsville 
Kingsville 
Lake Jackson 
Laredo 
Longview 
Lubbock 
Marshall 
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List oF Deposrrory LiprRARrEs 


TEN NESSEE—Continued Deposi- 
tory No. 


Memphis Public Library and Information Center 
(1896) 

Memphis State University, John W. Brister Library 
(1966) 

Morristown College, = e Library (1970) 

Middle Tennessee State University, Andrew L 
Todd Library (1912) 

Fisk University Library (1965) 

Joint University Libraries (1884) 

Public Library of Nashville and Davidson County 
(1884) 

Tennessee State Library and Archives, State Li- 
brary Division (unknown) 

Tennessee State University, Martha M. Brown 
Memorial Library (1972) 

University of the South, Jesse Ball duPont Library 

873) 


Hardin-Simmons University Library (1940) 

Arlington Public Library (1970) 

University of Texas at Arlington eer 0 (1963) __- 

Texas State Library (unknown)—REGIONAL_--- 

University of Texas at Austin Library (1884) 

University of Texas, Lyndon B. Johnson School of 
Public Affairs Librar (1966) 593 

University of Texas, School of Law Library (1965)... 605A 

Lee College Library (1970) 592A 

Lamar University Library (1957) 

eeeaea Payne College, Walker Memorial Library 
1964) 

West Texas State University Library (1928) 

Texas Agricultural and Mechanical University 
Library (1907) 

East Texas State University Library (1937) 

Navarro Junior - e Library (1965) 

Bishop College, Zale Library (1966) 

Dallas Baptist College Library (1967) 

Dallas Public Library (1900) 

Southern Methodist University, Fondren Library 
(1925) 

University of Texas at Dallas Library (1972) 

North Texas State University Library (1948) 

Pan American University Library (1959) 

El Paso Public Library (1906) 

University of Texas at El Paso Library (1966) 

Fort Worth Public Library (1905) 

Texas Christian University, Mary Couts Burnett 
Library (1916) 

Rosenberg Library (1909) 

Houston Public Library (1884) 

Rice University, Fondren Library (1967) 

University of Houston Library (1957) 

Sam Houston State University, Estill Library 
(1949) 

Texas Arts and Industries University Library 
(1944) 

Brazosport College Library (1969) 

Laredo Junior College Library (1970) 

Nicholson Memorial Public Library (1961) 

Texas Tech University Library (1935)—RE- 





Nacogdoches 
Plainview 


San Angelo 


San Antonio 


San Marcos 
Seguin 


Sherman 
Texarkana 


Waco 
Wichita Falls 


Cedar City 
Ephraim 
Logan 


Ogden 
Provo 


Salt Lake City 


Burlington 
Castleton 


Johnson 
Lyndonville 


Middlebury 
Montpelier 
Northfield 
Putney 


Charlotte Amalie 


(St. Thomas) 


Blacksburg 
Bridgwater 
Charlottesville 


Chesapeake 
Danville 


SerremBer 1972 


TEXAS—Continued 


Stephen F. Austin State University Library (1965) _ 

Wayland Bapiist College, Van Howeling Memorial 
Fs Bt re 

Angelo State University, Porter Henderson Library 
(1964) 

San Antonio College Library (1972) 

San Antonio Public Library, Business and Science 
Department (1899) 

St. Many’ University Library (1964) 

Trinity University Library (1964) 

Southwest Texas State University Library (1955)___ 

Texas Lutheran College, Blumberg Memorial 
Library (1970) 

Austin College, Arthur Hopkins Library (1963) ----_ 

Texarkana Comenmniiy College, Palmer Memorial 
Library (1963) 

Baylor University Library (1905) 

Midwestern University, Moffett Library (1963) -_--_- 


UTAH 


Southern Utah State College Library (1964) 

Snow College, Lucy A. Phillips Library (1963) 

Utah State University, Merrill Librar 
Learning Resources Center (1907)—REGIONAL_ 

Weber State College Library (1962) 

Brigham Young University Library (1908) 

Brigham Young University Law Library (1972)__-_- 

University of Utah, Law Library (1966) 

University of Utah, Eccles Medical Sciences Library 
(1970) 

University of Utah, Marriott Library (1893) 

Utah State Library Commission, Documents Library 
(unknown) 


VERMONT 


University of Vermont, Bailey Library (1907) 

Castleton State College, Calvin Coolidge Library 
(1969) 

Johnson State College, John Dewey Library (1955) _ 

Lyndon State College, Samuel Reed Hall Library 


(1969) 
Middlebury College, Egbert Starr Library (1884) __ 
Vermont Department of Libraries (before 1895) -_.-_- 
Norwich University Library (1908) 
Windham College, Dorothy Culbertson Marvin 


Memorial Library (1965) 
VIRGIN ISLANDS 
St. Thomas Public Library (1965) 


VIRGINIA 


Virginia Polytechnic Institute, Newman Library 
CNR ci. endian diapidanidheatemenaans 


Bridgwater College, Alexander Mack Memorial 
Library (1902) 

University of Virginia, Alderman Library (1910)— 
RE GIONAL 

University of Virginia Law Library (1964) 

ene ay, Public Library System (1970) 

Danville Community College Library (1969) 


Deposi- 


tory No. 


602A 
614A 


595 


595B 
599A 


596A 
606 
£08B 





Emory 
Fairfax 


Fredericksburg 


Hampden-Syndey 


Hollins College 
Lexington 


Martinsville 
Norfolk 


Petersburg 
Quantico 


Richmond 


Roanoke 
Salem 
Williamsburg 
Wise 


Bellingham 


Cheney 
Ellensburg 
Everett 
Olympia 


Port Angeles 
Pullman 
Seattle 


Spokane 
Tacoma 


Vancouver 


Walla Walla 


Athens 
Bluefield 
Charleston 


Elkins 
Fairmont 
Glenville 


Huntington 
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Last oF Deposrrory LiprarRres 


VIRGINIA—Continued 


Emory and Henry College Library (1884) 
George Mason College of the University of Virginia, 
Fenwick Library (1960) 
Mary Washington College, E. Lee Trinkle Library 
(1940) 
a a te doy A College, Eggleston Li (1891). 636 
Hollins College, Fishburn Library (1967) 628A 


Virginia ogg SD — Preston Library (1874)_. 639A 
Washington and University, Cyrus H 


McCormick ar (1910) 632 
Patrick Henry Community College Library (1971)_. 637A 
Armed Forces Staff College Library (1963) DG12 
Norfolk Public Library (1895) 

Old Dominion University, Hughes Memorial Li- 

brary (1963) 

Virginia State College, Johnston Memorial Library 

(1907) 

Marine Corps Schools, James Carson Breckinridge 

Library (1967) 

University of Richmond, Boatwright Memorial 

Library (1900) 

Virginia Commonwealth University, James Branch 
abell Library (1971) 

Virginia State Library (unknown) 

Roanoke Public Library (1964) 

Roanoke College Library (1886) 

William and Mary College Library (1936) 

Clinch Valley College, =e Cook Wyllie Library 

(1971) 


WASHINGTON 


Western Washington State College, Wilson Library 
(1963) phy 
Eastern Washington State College Library (1966)... 650A 
Central Washington State College Library (1962)... 649A 
Everett Public Library (1914) 647 
Evergreen State College Library (1972) 
Washington State Library (unknown)—REGIONAL._ 
Port Angeles Public Library (1965) 
Washington State University Library (1907) 
Seattle Public Library (1908) 
University of Washington Library (1890) 
University of Washington, School of Law Library 
(1969) 
Spokane Public Library (1910) 
Tacoma Public Library (1894) 
University of Puget Sound, Collins Memorial 
Library (1938) 
Fort Vancouver Regional Library (1962) 
Whitman College, Penrose Memorial Library (1890). 649 


WEST VIRGINIA 


Concord College Library (1924) 

Bluefield State College Library (1972) 

Kanawha County Public Librs ary (1952) 

West Virginia Department of Archives and History 
Library (unknown) 

Davis and Elkins College Library (1913) 

Fairmont State College Library (1884) 

men State College, Robert F. Kidd Library 
1966 

Marshall University Library (1925) 





Institute 
Morgantown 


Salem 


Shepherdstown 
Weirton 


Appleton 


Beloit 
Eau Claire 


Fond du Lac 
Green Bay 


La Crosse 


Madison 


Oshkosh 
Platteville 


Racine 
River Falls 


Stevens Point 
Superior 
Waukesha 


Wausau 
Whitewater 
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WEST VIRGINIA—Continued 


West Virginia State College Library (1907) 
West LS sage University Library (1907)—RE- 


Salem College Library (1921) 
Shepherd College Library (1971) 
Mary H. Weir Public Library (1963) 


WISCONSIN 


Lawrence University, Samuel Appleton Library 
(1869) 

Beloit College Libraries (1888) 

University of Wisconsin, Eau Claire, William D. 
McIntyre Library (1951) 

Fond du Lac Public Library (1966) 

University of Wisconsin at Green Bay Library 
(1968) 

La Crosse Public Library (1883) 

University of Wisconsin-La Crosse, Murphy Library 
(1965) 

Department of Public Instruction, Division for 

ibrary Services, Reference and Loan Library 
(1965) 

Madison Public Library (1965) 

State Historical Society Library (1870)—RE- 
GIONAL, in cooperation with University of 
Wisconsin, Memorial Library 

University of Wisconsin, Memorial Library (1939) -_. 

Wisconsin State Library (unknown) 

Alverno College Library (1971) 

Milwaukee County Law Library (1934) 

Milwaukee Public Library (1861)—REGIONAL_. 

Mount Mary College Library (1964) 

Oklahoma Neighborhood Library (1965) 

University of Wisconsin-Milwaukee Library (1960)-_ 

University of Wisconsin-Oshkosh, Forrest R. Polk 
Library (1956) 

University of Wisconsin-Platteville, Elton S 
mann Library (1964) 

Racine Public Library (1898) 

University of Wisconsin-River Falls, Chalmer Davee 
Library (1962) 

University of Wisconsin-Stevens Point, Learning 
Resources Center (1951) 

Superior Public Library (1908) 

University of Wisconsin-Superior, Jim Dan Hill 
Library (1935) 

Waukesha Public Library (1966) 

Wausau Public Library (1971) 

wenn State University, Harold Andersen Library 


WYOMING 


Nors .—The Denver Public Li Denver, Colorado, is serving temporarily 


designated REGIONAL 


Casper 
Cheyenne 
Laramie 
Powell 
Riverton 
Rock Springs 
Sheridan 


DEPOSTLOR "for the ‘State of Wyoming. 


Natrona County Public Library (1929) 

Wyoming State Library (unknown) 

University of Wyoming, Coe Library (1907) 
Northwest Communit ‘College —y,- 4 (1967) 
Central Wyoming College Library (196 

Western College Macy Be e Library (1969) 

Sheriden College, rown Kooi Library (1963)-_ 


O 
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